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**| have seen several different ferms ef Mr. Beyle’s 
eee Ventilator in .actual operation, and have 
Jeasure in testifying te their efficiency.”~ 

Lorp ies Wenven. 


Boyle's 
parent AT R-PUMP™ 
VENTILATOR. 


Has DOUBLE the BXTRAOCTING POWER of Barlier Forms. 
OVER ONE MILLION IN US2Z, 
Awarded the £50 Prize with Diplema (only 
ze offered), at the International Ventilator 
ts, London. Highest Award, International 
er Tests, Paris; ‘Iwo Gold Medals 


with Diploma. 
“ Mr, yie's complete success in securing the 
ed continueus upward impulse is testified to by 
high autherities."—GOVERNMENT REPORT (Blue Book). 


ROBERT BOYLE & SON, 
Ventilating Bngineers, 
64, HOLBORN VIADUCT, LONDON. 
“Messrs, Robert Boyle and Son; the founders ef the 
profession of Ventilation ng, have raised the 
subject to the dignity of a science.”._REPORT ON THE 
VENTILATION-OF THE LONDON Custom HousE 


The SEYSSEL & METALLIC 
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MR, G. F. GLENN, Profrietor. 
MOORGATE c2. 
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Albion House, 59-61 New Oxford st ra 
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LIFTS Lift & Engineering Ltd. 
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GRANES 





comma «> “aha RD., 
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239/241 SOUTHWARK BRIDGE ROAD, 
LONDON. S.E.1 


Warming 
and Ventilation 


MUSGRAVE & CO., LTD. 
886 Holborn 
SARDINIA HOUSE, KINGSWAY, W.C.2 
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(Metal & Woed) E> 
' 7 JOle¥ 


PURIMACHOS 


PLASTIC FIRE CEMENT 


oi jointing flue-pipes, ot cracked 
or burnt-out firegrates ; ; easil applied ; forty 
years’ reputation; from Builders’ Merchants. 


Purimacnos Ltp,, BRISTOL. 








CHUTTERG 


STEEL & WOOD. OF 
ALL TYPES. FOR 
ALL PURPOSES. 
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HASKING 


_SAML HASKINS & BROS LTD 
HEAD OFFICE & WORKS 
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EFFICIENT, ECONOMICAL 
S) HEATING 
Cc. P. KINNELL @& pe Ltd. SOUTHWARK ST., &.B.1 
LIFT "A&P. STEVEN, L™ 
ranma Wome, css, 
All that Glitters is not Gold; 
Neither are all Flat Paints 
. KEYSTONA.” 
There is only one 
vs KEYSTONA..” 
Get satisfaction ad using or Speci- 
fying the original and Best Flat 


, BB 
competition st comers 
and abe ar) b LCC. Bui Building C 
cies. for i decoration a beaied 
County Council Hall, Westminster.” 
Ilustrated Pamphlets, Samples, and full ry a 4 will 
be supplied on application 
KEYSTONE VARNISH co. 


14, Scott Street, HULL. 
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HE establishment of a small permanent exhibition in 
the North Court Annex of the Victoria and Albert 
Museum by this Institute inaugurates a further = | 
in the development of its work. The Britis 
Institute was incorporated in 1920, under the 

uspices of the Board of Education and the Board of Trade, 
with the object of promoting closer relationship between art 
and industry. This object, which is a variation of one more 
theoretic with which it started, that of improving the standard 
of British craftsmanship, no doubt includes the same hope, 
but establishes it on a more practical basis. It is associated 
in its aims with the Design and Industries Association and the 
Civic Arts Association, embracing among its Fellows and 
Associates many artists and craftsmen. 

The Institute has held exhibitions at the Museum from 
time to time over the last few years, and they receive an 
importance both from the fact of the exhibitions being held 
in the National Museum and under Government auspices. These 
exhibitions in calling attention to the importance of art in 
industry, of the value of sound methods in production, inter- 
vene at a time when it is of national importance to pay 
attention to these things. Its existence argues in the most 
public way the need of improvement, for if there were nothing 
wrong with industry there would be no need for such an 
Institution. Moreover, it serves a very useful purpose in 
removing those barriers between industrial production and art 
which are so unnatural and misleading, and which have led 
us to regard art as something outside of life when, as a matter 
of fact, there can be no healthy national life without the union 
of the twain. Beauty emerges as the natural outcome of work 
welldone. It is not art that is far from us, but ourselves who 
are far from art, inasmuch as it does not penetrate our industries, 
and permeate our life. But a movement such as this has to 
face the facts of the situation and recognise the difficulties 
lying in its work. A conflict has existed between industry 
and art, and they have been through such misunderstanding 
at yariance with each other. It existed because, as the result 
of the industrial revolution, the methods of trade seemed wholly 
opposed to art and the artist directed his labours elsewhere. 
It is now better understood that industry directed only by 
scientific and economic considerations tends to deteriorate 
human relationships no less than the quality of industrial 
products. It has consequently fostered the unrest and dis- 
content that menace Western civilisation to-day, and taking the 
happiness out of his work the workman tends to turn his 

ppiness against society. The importance of art to industr 

cannot be understood on the economical implication of suc 
a change only, but by recognising that beneath these lies the 
graver need to create a content for the worker and restore that 
pride in what he produces, which would fill his mind to the 
exclusion of too great dependence on political change. For 
this reason the work of this Institute is to be welcomed, because 
it is evidence of the recognition by the State of the necessity 
for a closer relation between art and industry, and of the 
danger lying in an unconverted industrialism. In our trouble 
We turn towards art as that endowment which unites life in 
mspiring industry. When we controlled the markets of the 
: world, without the competition which now exists to so much 
= 9 an extent, we were tempted to make quantity our aim, 
and profits became the leading motive. he that other 
countries, the East as well as the Occident, have largely owing 
to us become able to produce for themselves, our position 
rests no longer on this supremacy of supply to the same extent, 
and it is the quality of our industries hich will tell. And it 
is that the quality of our manufactures shall now be such 
that they set a standard for the rest of the world that will 
retain our present markets, and encourage the creation of new 
Ones for us. 

Coming to the exhibition itself, we need not complain of the 
modest character of its beginning, for there is real charm 
in the little show. It is not representative in any national 
sense, rather what is seen is a small collection of the work of 
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BRITISH INSTITUTE OF INDUSTRIAL ART 


a@ group of artists and craftsmen round which it has hitherto 
moved. It will be a very difficult task to draw in sufficient 
fresh blood to make it more than what it is at present—an 
exhibition of the work of certain craftsmen and artists—and 
we feel that the recurrence so often of the names of the same 
artists is a source of weakness rather than strength. But it 
should be understood in justice to the aim of this Institute 
that the present exhibition is not in itself permanent, but a 
nucleus formed from which to start. The work exhibited will 
be replaced by other work, and therefore there will always 
be movement and variety, the work being shown in rotation. 

The exhibits include textiles, pottery, printing, silver and 
goldsmiths’ work, illustration, modelling, bookbinding and other 
crafts, many of the examples being of considerable excellence. 

It is perhaps unlucky that the British Institute of Industrial 
Art has eas inaugurated at a time when there is a tendency to 
distrust organisations to promote art—the belief being that 
the tendency of organisation is to promote the average rather 
than the best ; but this should not prevent us from recognising 
that there is a real place for such an Institute if it keeps this 
danger fully in mind and therefore avoids the pitfalls in its way. 
If it recognises the dangers it will preserve its independence 
from groups or special interests which may endeavour to make 
use of it. Its privileged situation in the Victoria and Albert 
Museum confers a prestige on what is shown there, and this 
might create ill-feeling unless care is taken to preserve Its own 
aims. It is no doubt very difficult to draw the line as to what 
is entitled to exhibition, either at one end or the other. If it is 
seen to yield to the pressure of firms or individuals anxious to 
secure the éclat of such exhibition for their work it will lose the 
adherence of the better kind of craftsman and create division 
under which it will disappear. We believe that this is recognised 
by the authorities of the Institute, and therefore we are justifie 
in hoping that it will go forward in the development of its aim 
of promoting closer relationship between art and industry. 

It is a welcome fact that the manufacturer is now much 
more ready to recognise the assistance he can obtain from 
the artist, and though our retail shops reveal how much there 
is to be learnt—how much still to be unlearnt—in regard to 
what is fit and becoming in design, form and treatment, he is 
readier now to seek aid, an aid which the Institute 1s well 
enabled to supply for him. For the education of the manu- 
facturer is no less necessary on the side of art than on that of 
science, and he has in the past pursued the one to the neglect of 
the other. The better knowledge of the craftsman in the 
methods of the manufacturer is no less required. The Institute 
will help to bring them together and we already see approxi- 
mation towards this better state of things. ; 

The mistaken aim of novelty for its own sake, the desire to 
dazzle and catch the eye of the customer has led to extravagance 
of form, over-ornamentation and the strident effects of flam- 
boyant pattern; but we have only to look at examples of 
textiles or pottery, as shown at this exhibition, to see that 
through the ordinary channels of manufacture a better standard 
is being introduced. ne 

On the whole we are inclined to be hopeful that the British 
Institute 6f Industrial Art, which now that it is no longer aided 
by a Government grant rests on public appreciation of its useful- 
ness for support, will secure the support’to which its aims entitle 
it. Manufacturers have been yy | the movement, and 
have been ready to keep it going, and we hope that this support 
may be continued to its work, for the benefit to our industries 
may be considerable. 

But nothing is effected of much service to the nation without 
some sacrifice. It is not enough that we should seek economic 
advantage in improvements because we see a further means 0 
profit in making use of art. The good must be sought for its 
own sake because the claims of our common nature no less than 
our obligation as citizens directs us to have an ideal for our work 
as part of our love of country and of its good example to the 


world. 
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NOTES. 


L One of the finest things 
ondon ; 
Traffic and London can boast of is 
the River, the flowing of the Thames 
through its midst. Even as 
it is now, with all the drawbacks of ugly 
buildings and bridges, the river forms the 
centre of fine views such as few cities in 
the world can show. The possibilities of 
riverside development and beautiful 
bridges are so great that were they made 
into realities no city could compare with 
London for the beauty and dignity of its 
central area. Yet this great asset in the 
amenity of a great city is being constantly 
assailed and it is not unlikely that it will 
some day be very seriously impaired. 
We have been treated to all sorts of sugges- 
tions for destroying or impeding the fine 
perspective of the river by viaducts, 
bridges and railways. It has been 
suggested that a viaduct might traverse 
its lengthSand it is proposed that the 
winding of the river might be entirely 
done away with by a straight-cut canal on 
the south side and the river turned into 
a great roadway. We are not lacking in 
ingenuity, but we are sadly lacking in 
perspicuity. We may not be in imminent 
danger of seeing our fine river bed turned 
into a sunken roadway ; we may yet be 
saved the horrors of elevated railroads. 
We may escape this, that,and the other 
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misfortune, but why cannot we insist 
on having some adequate controlling 
authority which will save London from 
its haphazard growth and with the best 
available wisdom direct its growth and 
development ? 





Tuis great: medieval monu- 
The Palace ment,which has been subject 
of Avignon. to so much neglect on one 

hand and vandalism on the 
other, is now occupying the attention of 
the French people, and there is a growing 
demand for its restoration. We are told 
that the noble Tour de la Garde-Robe, 
built by Clement VI in 1342-43, is giving 
way and leaning against the neighbouring 
Tour des Anges. When we come, how- 
ever, to consider what should be done 
in the present circumstances we are at 
once up against the problem of what is 
possible or desirable. It is stated that 
the aim of the restorers “ obviously 
ought to be to make the building as 
nearly as possible what it was in its 
period of glory ’—and “ common is the 
commonplace.” What a fallacy lurks 
in such a statement, suggesting as it 
does that, in order to preserve its original 
character, we should blot it out still 
further. For this is what making the 
building as nearly as possible what it 
was inevitably means. When shall we 
recognise that to make a building what 

















Colonnade at Painted Hall, Greenwich. 
From a Drawing by Mr. H. T. Rees. 
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it was in the fourteenth century, when 
we are in the twentieth, is wholly jm. 
possible? All we can do, so far as preser- 
vation is concerned, is to repair ag 
reverently as possible what is possible 
of repair, and if rebuilding is also fe. 
quired for modern purposes, frankly to 
recognise that it replaces the ancient work 
with modern work of its own character. 
Wren’s Chapter House at Lincoln Cathe- 
dral is very much more wholesome than 
would have been any Gothic revival 
substitute. 





VIOLLET-LE-Duc, in pro- 
posing during his lifetime 
the restoration of the Palace 
of Avignon “to the state 
in which it was left in 1376 by Gregory 
XI,” expressed a view which, in his own 
time, he was able to enforce with often 
fatal injury to those ancient buildings 
in whose so-called restoration he was 
concerned. We can hardly bring ourselves 
to believe, with the knowledge since 
gained of what such restoration means, 
that the Palace of the Popes at Avignon 
will now be left to suffer the same fate. 


Viollet- 
le-Duc. 





THE provision for greater 
An Ealing safety in regard to motor 
Disfigure- traffic is not to be dis- 
ment. regarded, but surely, if we 
must have large reflecting 
mirrors at difficult street turnings, some 
reasonable consideration for the locality 
in which they are placed should also be 
borne in mind in justice to those who 
have to endure them. There has been 
erected recently on the old green at 
Ealing a great hoarding, vonsisting of 
two large mirrors directed either way, 
above and below each of which an 
advertisement is prominently displayed. 
May we appeal against the use being 
made of these mirrors also to introduce 
advertising into situations which should 
at any rate be secure from them?! The 
spot on which this particular abomination 
is erected has for background the old tree- 
sheltered green and “ Walpole House,” 
built by Sir John Soane, now the Public 
Library. There is so little left to us 
from commercial defacement in these days 
that we might have been spared this 
further outrage. Ealing, owing we fear 
«to want of public spirit in the locality, 
suffers much defacement in its prominent 
sites through the encroachments of the 
advertiser, and we should like to see 
local committees formed in particular 
districts to watch over the amenities and 
bring pressure to bear in defence of the 
decencies of appearance that should be 
secured to our towns. Could not the 
Scapa Society help ¢ 





WE have received a copy 


k , 
jw alles ae of a lecture given by 
Glass Mr. J. A. Knowles on 
Painting. stained glass, which has 


been reprinted from the Journal of the 
British Archeological Society, and which 
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is written with a considerable knowledge 
of the subject, more from the point of 
view of the archeologist than the artist. 
Mr. Knowles approaches the subject with 
a refreshing absence of superstitious 
worship of the past, and is ready to banter 
these old painters with methods and 
motives not always of the most exalted 
and aspiring kind. We find his account 
all the more human and interesting on 
account of his doing so. The old glass 
can very well speak for itself, and is not 
likely to suffer any declension in our 
appreciation because we find the old 
artists at times working from old cartoons 
and often repeating the same figure. 
Human nature is not very different at 
any time, and we get tired of that 
ceaseless exaltation of the past at the 
cost of the present. We are not less 
appreciative of mediwval achievement 
because of this desire to do justice to the 
present, and when stained glass is ap- 
proached as an art, with the first-hand 
intimacy of treatment necessary to this, 
it can compare with the glass of any 
former period, and it is not too much to 
hope with the new impulse now directing 
it that stained glass of our own time will 
surpass any which has gone before. 
Those who speak of glass only as a_sur- 
vival are surely quite out of touch with 
the best work of the present,which exhibits 
its own qualities and developments from 
earlier glass of great promise to the 
future of the art. 





THE account in a contem- 


— porary of the work of a small 
of Art, society of painters located in 


the country makes reference 
to the tendency of groups of artists to 
settle in rural districts, and expresses the 
view that it must not be mistaken for a 
revival of our native arts, &c., “ which 
cannot be brought about by any overhead 
activity, but can only proceed spon- 
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taneously from changes in the whole con- 
duct of industry not likely to occur.” 
But where, then, are changes to begin ? 
May not such movements be the fore- 
runners of change? In order to obtain 
the best crops for agriculture the seed is 
brought from a distance. The spinning 
industry of South Wales was begun. by 
Protestant refugees. It was the Flemings 
who brought the woollen industry to 
Oxford and Gloucester. Was it not the 
Huguenots who started the silk industry 
in the Eastern counties? Why is it any 
more “overhead” to hope that the 
settlement of artists and craftsmen in 
rural districts would give a new impulse 
to art and life? It was the Spanish 
sailors wrecked from the Armada who 
taught the women of the Fair Isles to knit 
in coloured patterns. But not to multiply 
instances we may ask why revival should 
not be possible for the countryside through 
the new impulse brought by artists and 
craftsmen? With much in the account 

















JUNGE B SCUTCHEON AT 
JELEZ . 


to which we refer it is possible to find 
agreement, as when the writer states, “ it 
is clearly to the advantage of any neigh- 
bourhood to have artists among its 
population and to enjoy opportunities of 
seeing their work; and onthe other hand 
the artists themselves are likely to benefit 
by close contact with rural pursuits and 
the simpler kind of people.” 





Anyruine like organised 
The Mistake encouragement of such a 
ean: movement as this of the 

craftsman working in the 
country is opposed to its best prospects, 
and therefore likely to injure it; it is 
more likely to divert it from really whole- 
some growth and draw the shadow of 
dilettantism over it. It is much better 
that such a movement should be left to 
develop on itself, and the fatal tendency 
to form further societies avoided. The 
artist or craftsman settled in the rural 
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districts is best left alone quietly to shape 
his own life and work, which prompt him 
to seek a greater freedom for his labours, a 
less artificial contact, simpler surround- 
ings, and reduced expenditure, so directing 
his influence towards changes in the 
conduct of industry by the better example 
of his own work, 





Friction A Past Prvs DENT of the 

in the National Federation of the 

Building Building Trades Employers 

Trade. asks some pertinent ques- 
tions in the letter which appears on 
p. 429 this week. He asks why the trade 
should still be disturbed on the question 
of working hours during legal summer 
time, seeing that not only did Sir Hugh 
Fraser’s award, which was agreed to by - 
both sides, include a provision for 464 
hours per week, but the recent strike and 
lock-out settlement confirmed it. It 
cannot be said that 464 hours per week 
during summer time are too long, and 
there is little doubt that a great many 
operatives are willing to accept such a 
week, and yet we find this question of 
hours constantly raised by a section of 
the operatives to whom the 44-hour week 
has become something of a fetish, and 
who seem to pay less attention to the 
substance than the shadow. 
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Some Details of South Span‘sh 
Architecture, 


From sketches by Mr. P. M. Srnarton, 


A.R.ILB.A. (See p. 480.) 
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GENERAL NEWS 


Professional Announcements. 


Messrs. Ross‘& Briggs have removed to 
Eldon Chambers, 73, Manningham-lane, Brad- 
ford. 

The Cambridge University School of Archi- 
tecture has moved from 75, Trumpington- 
street to 1, Scroope-terrace, Cambridge (a little 
south of the Fitzwilliam Museum and beside the 
Engineering Laboratory). Mr. Theodore Fyfe’s 
offices are now at 1, Scroope-terrace, telephone 
237 Cambridge, as before. 





Concrete Houses. 

Leicester City Council recently accepted the 
tender of Messrs. Henry Boot, London, for 
building 1,500 concrete houses, at a cost of 
£735,000. 


Instruction in Building. 


The London County Council has recently 
issued a pamphlet (Privileges of Citizenship 
Series, No. 6), which gives details of the various 
centres at which building instruction can be 
obtained. Copies can be obtained from the 
Education Officer, The County Hall, West- 
minster Bridge, S.E. 1. 


New Church, Abercarn. 


A new church is being erected at Abercarn, 
at an approximate cost of £12,000. The edifice 
will consist of a nave and aisles 90 ft. long 
and 53 ft. wide, and will seat upwards of 600. 
There will be vestries to the south of the chancel, 
and a tower 60 ft. high is provided for. The 
architect is Mr. J. Coates-Carter, Prestbury, 
Glos.; and the contractor, Mr. W. Ewart 
Evans, Newport. 


The Institution of Public Lighting Engineers. 


The first annual meeting of the Institution of 
Public Lighting Engineers will take place at 
Glasgow on September 16 and 17. On the first 
day the President, Mr. Langlands, will give his 
presidential address, and the following papers 
will be read during the meeting: Mr. E. G. 
Stewart, “Street Lighting and Visibility” ; 














Dalston ‘‘ Victory 


’* Hall, near Carlisle. 
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Mr. R. B. Mitchell, “‘ Electric Mains for Street 
Lighting.” The subject of a paper by Mr. T. 
Hayden Harrison will be announced later. 


Llanvaches Memorial. 


Llanvaches Memorial Hall was _ recentiy 
opened by Sir Garrod Thomas, M.D. The 
memorial hall has been added to the existing 
chapel, which dates from 1639. Built at a cost 
of £750 to the designs of Mr. Frank 8. Swash, 
F.R.LB.A., Newport, it gives seating accom- 
modation for about 1,200, and, in addition, 
there is a ministers’ vestry, with access to the 
chapel, and a retiring room. The work was 
carried out by Mr. H. P. Huckson, Penhow. 


University of Manchester. 


The prospectus of University Courses in the 
Municipal College of Technology, Manchester, 
Session 1924-5, has just been issued. It gives 
particulars of courses in mechanical engineering, 
electrical engineering, sanitary engineering, 
applied chemistry, textile industries, printing 
and photographic technology, building, mining, 
mathematics and physics. The building section 
includes structural iron and steel work ; masonry 
and concrete work; together with reinforced 
concrete and instruction in standard specifi- 
cations and the reasons for their use. 


City and Guilds of London Institute. 


The programme of the City and Guilds of 
London Institute (Department of Technology) 
has just been issued for the session 1924-5. It 
gives particulars of some eighty subjects, 
including manufacture and technology of 
pigments, paints and varnishes; iron and steel 
manufacture ; metallurgy of non-ferrous metals ; 
electrical engineering; metal plate work; 
plumbing ; mechanical engineering ; carpentry 
and joinery ; brickwork ; masonry; plasterers’ 
work ; painters’ and decorators’ work ; builders’ 
quantities; and structural, heating and venti- 
lating engineering. 


The Technical College, Cardiff. 


The prospectus of the Technical College, 
Cardiff (Department of Architecture and Civic 
Design), has just been issued for the session 
1924-5. The Head of the Department is Mr. 


Mr. H. E. Ayris, Architect. 
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W. 8S. Purchon; lecturer, Mr. R. H. Winder- 
assistant lecturer, Mr. Lewis John. The externa} 
examiner is Mr. Paul Waterhouse, 

Students in the department. of architecture 
attend courses of instruction in other depart- 
ments as follows: Drawing of ornament, 
antique and life, Mr. W. Jagger; mechanics 
and material testing, Mr. A. W. Loveridge; 
the chemistry of building materials, Mr. H. W, 
Webb; applied mathematics, Mr. A. Buxton. 

The Department is recognised by the Roya} 
Institute of British Architects, which grants 
exemption from its own intermediate examina. 
tion to students who pass successfully through 
the three years’ full-time (day) course. Full. 
time students in the department are eligible for 
the “ Archibald Dawnay” Scholarships. The 
candidates for these scholarships are nominated 
by the various recognised schools of architecture, 
the final selection being made by the Board of 
Architectural Education of the R.I.B.A. 


COMPETITION NEWS 


New Freemasons’ Hall, Bradford. 


Mr. W. A. Ross, of Messrs. Ross & Briggs, has 
been awarded the first premium in the competi- 
tion for the New Freemasons’ Hall, Bradford. 





Concrete Cottages. 


Designs for cottages of concrete construction. 
Prizes of 30 guineas and 15 guineas for the best 
designs and, in addition, the successful archi- 
tect will be paid. architect’s fees for working 
drawings and details, but will not be required 
to superintend erection. Particulars from 
Messrs. G. & T. Earle, Ltd., Wilmington, Hull. 


Other Competitions. 

Other competitions stilljopen include the 
following (the dates given are, first the sending-in 
date, and second the issue of The Builder in 
which full particulars were given) :—Ross-Smith 
Memorial (Sept. 30; Feb. 22). Public Baths. 
Newton-in-Makerfield (Sept.: 30; July 11). 
London Hotel, banned by R.I.B.A. (Sept. 24; 
August 22). Harrogate Infirmary (Sept. 30; 
Aug. 29). Manchester Art Gallery (no sending- 
in date announced ; Aug. 22). Masunic Hall 
(May 1). 





(See Pp. 435.) 
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CORRESPONDENCE 


Friction in the Building Trade. 


Srr,—Sir Hugh Fraser’s Award included a pro- 
yision that during legal summer-time the work- 
ing hours should be 46} per week (that is to say, 
that during the period indicated workmen should 
cease work at 5.30 p.m. summer-time, or 4.30 
real time) unless by mutual local agreement 
between employers and employed 44 hours per 
week were maintained throughout the year. 
The National Representatives on both sides 
signed a statement at the foot of that Award 

Jedging themselves to loyal observance although 
neither party got all they wanted. 

In the settlement of the recent strike and 
lock-out the above regulation was reiterated 
and confirmed. 

Why, then, is the trade still disturbed on that 
question ? The national leaders on both sides 
are agreed; I do not think I am exaggerating 
when I say that (in London at all events) more 
than 80 per cent. of the workmen are not only 
willing but glad to “ make hay whilst the sun 
shines,” and take home an extra 3s. or 4s. per 
week during the long days. 

I believe the explanation of the mystery may 
be found in the fact that, the tail often wags the 
dog—a small minority overawes the great 
majority. It is not an unusual experience that 
a dozen workmen may be working on a building 
contentedly and satisfactorily ,and, say, two more 
unknown workmen may be added to the staff in 
order to expedite the work, with the result that 
by the increase of workmen the output is 
diminished; the two control the twelve, and 
peace develops into constant friction. 

I do not write dogmatically, but I believe that 
my diagnosis of the situation is not far wrong. 
A somewhat similar situation may often be dis- 
covered in political and other spheres. “ Forty- 
four hours ” is a fetish with some men ; it cer- 
tainly has the glamour of numerical alliteration 
—but there is no more magic in “ forty-four ” 
than in forty-six or forty-two. 

A mere glance at a chart demonstrating the 
varied duration of daylight in this country 
throughout the year should convince any sane 
person that in open-air trades, such as building 
or farming, it would be sheer stupidity to 
attempt to maintain the same working hours in 
summer as in winter months. 

The situation is mysterious. When an award 
is given that in summer-time an extra half-hour 
per day should be worked for five days a week 
(cessation at noon on Saturdays is untouched) 
and the accredited representatives on both sides 
reiterate their loyalty to that award, why is it 
that persistent resistance is allowed to prevail 
amongst the operatives? Either they are 
fighting against their own appointed leaders, or 
they believe, with or without reason, that their 
leaders really look with favour on their deli- 
berate repudiation of agreements made on their 
behalf. 

In either case it means an end of trade agree- 
ments by reference or otherwise. In 1914 Brit- 
ons showed, once and for all, that the treatment 
of agreements as mere “scraps of paper” 
would never be endured. By trade agreements 
honourably observed the British workman has 
won his way from oppression to the advan- 
tageous position in which he stands to-day, and it 
will be an ill day for him when he wilfully scraps 
~—_ agreements by deliberately making them 
utile. 

A Past Presipent OF THE NATIONAL FEDERA- 
TION OF Burtpinc TrapEs EMPLOYERS. 





* Atlantis.”’ 


Str,—Professor Lethaby’s article on “ Animal 
Spira!s from Asia to Central America and North 
Britain,” in your issue for August 29, comes 
oppor: inely with the publication of Mr. Lewis 
Spence’s book, “The Problem of Atlantis.” 
Thos: interested in the subject will find in this 
book a great deal of relevant matter. 

Professor Lethaby refers to Dr. S. G. Mosley, 
an American authority, as saying, “ any attempt 
which seeks to establish direct cultural connec- 
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[This fine old barn at Ablington is so admirable in its general proportion 
and effect that it is difficult to believe at first sight that it is not an old 
church with double transepts. ] 


tion between the Maya and any old-world 
civilisation is quite at variance with the results of 
modern research. And yet the superficial 
similarities are such as to win for this exploded 
hypothesis new adherents.” Professor Lethaby’s 
comment to this, that “ it was just these ‘ super- 
ficial ’ similarities that independently convinced 
me that not only Indian and Chinese, but 
Hellenistic art also influenced the development 
of ancient American culture . . .” exactly bears 
out Mr. Spence’s theory, the result of what must 
have been years of patient research by him, as 
every aspect of the subject is viewed most 
meticulously. 

The “ Log Letters of the Challenger” (1877 
edition, Macmillan & Co.) contains a valuable 
chart of soundings of the mid-Atlantic bed, 
which go to prove that the lost continent of 
Atlantis was no myth. This chart closely 
follows the conjectural map of Atlantide made 
by Gattefossé. 

Mr. Spence’s passages relating to the architec- 
tural side of the problem are enlightening from 
the point of view of the history of building in 
ancient Central America, Hellenistic Greece, 
Egypt and Babylonia; particularly as he has 
been guided by facts and not romance which, 
until lately, seems to be coupled with the word 
“ Atlantis.” 

A. ARCHER- BETHAM. 

London. 





Modern London. 


Srr,—London is a wonderful town—in fact 
it is not only beautiful, but the envy of all 
nations—and yet while we casually walk its busy 
thoroughfares, feeling a sense of pride in the 
fact that we are British and that all London, 
end to end, belongs to us Britishers, we seldom 
if ever, allow our thoughts to seek out the master 
minds who have created for us this wonderful 
city. 

in all, a city is created by the buildings which 
it possesses, without which the very constitution 
of a city is lost—in fact, a city is solely con- 
stituted of buildings large and small. 

Do we, as we walk from Piccadilly-circus to 
Oxford-circus, ever turn our attention to the 
magnificent buildings which flank us right and 
left ? We know they are there and we have 
a feeling that everything is very wonderful, but 
few of us take the trouble to stand for a few 
minutes and observe the architecture of new 
London and to seek out the architects who have 
so endowed the city with all this recently- 
acquired richness. The art of an architectural 
building is, if not greater, at least equal in 
beauty and refinement to its sister art at 


Burlington House. We would only too willingly 
take the trouble to spend a day, maybe a week, 
in Burlington House to admire the work of our 
great brush artists, which I will admit are 
worthy of the greatest admiration; yet why 
cannot we see and appreciate more sincerely 
the art that presents itself to us in practically 
every street and turning in London in the form 
of architecture ? 

In a building the good proportion of each 
component part, one to the other, the general 
massing of the larger features, the purity and 
the restraint in embellishment are all elements 
acquired from an artistic architectural master 
mind, 

We do not all realise that architecture is 
perhaps the greatest art of our time ; in fact, it 
constitutes our daily environment and has held 
its position in the realms of art from the days of 
early Greece ; we have the rise of Greek archi- 
tecture which — into a style beyond 
criticism. We next have the Roman period, 
which took up the art of Greece and finally 
developed it in accordance with their own 
requirements that it completely 1-st the purpose 
for which it was intended, and then we have a 
relapse only to be followed by the rise of the 
Byzantine style in the East. After this we 
have the dark ages, when the world struggled 
to create a new style, until we eventually arrived 
with Gothic, which culminated in our great 
medizval cathedrals, of which practically every 
detail we can trace back to Rome. 

Then we have a departure from vertical to 
horizontal again, which naturally arose in Italy, 
the seat of the old Roman Empire, under the 
control of Brunelleschi, which commenced the 
Renaissance style and reached a climax in this 
country under Sir Christopher Wren and Inigo 
Jones. Since that time we passed through 
many years of darkness and only now are we 
beginning to see a light upon architecture which, 
promises to outshine the grandest period the 
world has known, and I think I do not suggest 
too much when I appeal to the public to try and 
observe the beauty around them with a little 
keener eye and develop an interest in architec- 
ture which I am sure is worthy of us all. 


Hornsea. B. J. A. Smrrz. 
—— > ~~ 


Studentship for Archaeology. 


A two years’ studentship of £250 per annum, 
for the purpose of archwological exploration 
in the Greek Islands has been awarded by the 
University of Oxford to Mr. Humphrey G. G. 
Payne, son of the late Mr. E. J, Payne, the 
archwologist. 
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SOME DETAILS 


OF 


SOUTH SPANISH 


ARCHITECTURE 





By P. M. STRATTON, A.R.LB.A. 


Tue function of these details is to form a 
contrast in their richness with the plain wall 
surface. In Spanish walls the voids are set 
far apart and in total superficies are much less 
than the solids. Wall, as plain wall and nothing 
else, is valued. In reaction, or to satisfy an 
opposite instinct, Spanish decorative work is 
almost wholly a matter of line, or of such 
opening out and intricate piercing of surface 
as to be a matter of linear effect. The lacework 
is an example; the combs and mantillas tell 
the same tale. The ironwork is a net of fancies ; 
and there is hardly a building without ironwork, 
as in balconies, grilles or gates, or delicate 
escutcheons on massive doors. The balconies 
are of all ornaments the most characteristic ; 
they are supported on iron brackets or occasion- 
ally on clumsy stone corbels. Tiles, coloured 
on the undersides, form the floors of the balconies, 
and here stand flower pots. The grille of the 
balcony is occasionally waist high, but generally 
covers the whole window and round the top of it 
runs an iron band to tie it into the wall. Roof 
tiles cover it. Scrolls decorate the grille at 
top and bottom, or in the centre, and these are 
formed by turning the bars round and beating 
the ends thin. Even the openings on the upper 
stories of new flats have grilles to their windows, 
For they are not to protect the Spanish women 
from too ardent lovers, but rather to express 
their worthiness of being guarded. 

Down a plain whitewashed street, whose flat 
walls are relieved by an occasional balcony and 
by slightly overhanging eaves, the outer door 
to every house or set of flats is open and gives 
a sudden picture into a patio. These court- 
yards are quite small, from 10 to 18 ft. square. 
Often the view from the street is through an 
inner door of open ironwork, or under an arch, 
or across the lower steps of a flight of stairs ; 
patterned tiles line the walls of the entrance. 
‘The patio is green with vine and palm, or there 
is a well with pots and a beam across to hold 
the chain, or a branch of wrought iron holds it. 
Round the patio run arches on Doric capitals 
and shafts, to form verandahs and covered 
passages where dark women sit and work; or 
the doorway of a poorer house will frame a 
picture of a bareheaded peasant woman hang- 
ing her clothes to dry in the sun; in another 
there will be only a wide low passage and a 
stair with pretty iron balusters. Always there 
is a sense of fitness and of good planning; and 
there is a conception of building as a frame to 
proud and stately humanity. 

In doors to the poorest homes the simple 
things, as knockers and nailheads, will be taken 
and made much of. The escutcheons of locks, 


the handles, are made lovely with an untiring 
perception, as though the smiths always worked 
Especially there is a feeling 


for their friends. 








for “ weight.” Even the very thin iron often 
used for fanlights and grilles does not look 
mean, for compensation for its thinness is given 
by closer spacing. 


BSLYE so 
TE GATED 





N 















































‘® THE BUILDER *&* 


(SEPTEMBER 19, 1924 


and fronts of Seville churches. A dark royal 
blue is the main colour, on a grey stucco, but 
red, yellow, green and white are soretimes 
mingled with it. The sky being usually blye 
the blue tiles seem necessary to draw the colour 
down into the buildings. They prevent the 
contrast between sky and tower or dome being 
too strong. In London spires Wren does 
parallel thing ; he opens his work whereby sky 
or cloud is seen through holes in the stone. 
The increase in the voids gives a lighter grace 
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A TYPICAL PATIO. 


The intellectual note of French work and of 
some English craftsmanship is absent; all is 
direct, at worst sketchy, at best lyrical, like a 
song or an old dance, as the two lamp brackets 
from Santa Maria la Mayor at Ronda, 

The colour effects originally were similar in 
scale and to some extent in pattern ; they were 
derived from Byzantium and Persia, sometimes 
direct and sometimes through the Moors of 
North Africa. The colour was applied to tile- 
work of floors and walls or to panels of the 
ceilings. It was simple decoration on flat 
surfaces, without constructional “‘ value.” Later 
during the Baroque period of the seventeenth 
century a development took place, and plain 
tiles inlaid in stucco were used to emphasise 
construction, especially outside on the roofs 


than at Seville, where the play is of colour on 
the solid and where the mass of spire is un- 
pierced and monumental. 


Ce 
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Royal Institute of British Architects. 


The R.J.B.A. statutory examination for the 
offices of District Surveyor under the London 
Building Acts or Building Surveyor under local 
authorities will be held at the R.I.B.A., London, 
on October 22, 23 and 24. Applications for 
admission to the examinations, accompanied 
by the fee of £3 3s., must be received at the 
R.I.B.A. not later than October 4. Full particu- 
lars of the examinations and application forms 
can be obtained from the Secretary, R.I.B.A. 
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South Court, Chalet Du Bois, Le Touquet. 


LLEWELYN Roperts (Messrs. Collcutt & Hamp), Architect. 
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& THE BUILDER 


THE NEW LIBRARY BUILDINGS FOR THE 
CITY OF EXETER 


THE important question of a new library 
building has for a long time been considered by 
the Governors of the Albert Museum, the Town 
Council, and the citizens of Exeter, and recently 
some definite progress has been made in selecting 
the site and approving the design for the new 
building. 

At present the library is housed in the Albert 
Museum in Queen-street, which was originally 
designed for a general museum, a library, and an 
art school, and since 1865-6—when it was erected 
—the activities of the three departments have 
been conducted under the one roof. 

Time after time the building has been enlarged 
but as rapidly grew inadequate for the work, 
and so has at last become totally unsuitable— 
that is, the library portion of it—from the neces- 
sity of more book accommodation and the proper 
working of it from the readers’ and borrowers’ 
point of view. 

At last the library is to have a home of its own 
and soon the art school, it is expected, will follow. 
The whole of the building then, perhaps enlarged 
and rearranged, will be devoted to the purposes 
of the museum—and for that alone—and then 
the extra space so allotted will not be too 
ample for the growing collections it will be 
essential to exhibit. 

Another important consideration was the 
necessity for providing at once very safe 
accommodation for the splendid and unrivalled 
records and muniments the city possesses. It 
was essential that these should be placed in the 
library buildings for safe keeping and adequate 
display as well as with suitable accommodation 

for students studying them. 

Exeter—certainly one of the most historical 
towns of the West—requires a library building 
worthy of the fine collections already in its 
possession and which no doubt as time goes on 
will rapidly be added to. It is a great educa- 
tional centre. The University College of the 
South West of England is situated on the out- 
skirts of the city at Streatham Hall—and the 
new building has already been designed for it— 
and there are other training colleges and noted 
schools in and about its neighbourhood. 

These institutions made great use of the 
facilities offered by the library authorities, and 
when the more ample accommodation that is to 
be provided in the new buildings is recognised 
more use still will be made of them. 

The selection of the site has been a difficult 
one, but after many attempts at a decision the 
garden and site of Rougemont House have been 
adopted. The garden of this house, now used 
as & museum, surrounds the great wall of the 
old Castle of Rougemont and was formerly the 
ditch around it. The very fine Tower of the 
Keep, altered by William the Conqueror, still 
dominates the fine surroundings. Hardly a more 
beautiful or suitable site could have been 
selected. The difficulty has been to adapt a 
plan for the library with its surroundings. 

At present the main approach to it is from the 
High-street, by Castle-street—a very narrow 
and mean street—which for years has called for 
amending. On the small scale plan a widening 
has been suggested. In scheming such an im- 
portant building as the new library the possible 
future surroundings call for careful consideration, 
and it is suggested that a balancing building for 
administering the work of the county should be 
erected on the other side of the widened Castle- 
street, which leads beyond to the important 
county buildings within the castle walls. Such 
a building is now a necessity, and in it could be 
housed all the departments that are now spread 
about the city in various unsuitable buildings, 
and the county records and muniments and 
library could be adequately accommodated. 
The city and county would then be very markedly 
associated in the great effort of preserving their 
priceless and historical manuscripts. It will 
be seen on reference to the plan that the 
building is divided into two blocks, one facing 


Castle-street and the other the garden. The 
axis of each block is governed by the plane 
desired for each of these groups, a low block 
connecting them. The accommodation asked for 
by the library committee has been amply pro- 
vided for and the future requirements have been 
kept well in the foreground. A plan that could 
be easily and gradually enlarged and the whole 
scheme thus—perhaps slowly—completed has 
been worked on. At present only a portion is to 
be built, but when the whole is finished the 
building will have accommodation for a really 
great collection of manuscripts, records and 
books, and very ample working space for the 
student. This completion may not be for a 
generation, but it will have been well thought out 
and the foundations laid. 


The plans here illustrated plainly show 
the accommodation and arrangements provided. 
On the lower floor of the front block are placed 
—to the right—the muniment rooms; and to 
the left the newspaper and magazine reading 
rooms; the staff enclosure connecting by a 
corridor on either side with the garden block, 
which contains the lending library, staff rooms, 





Photo: Mr. John E. Allcorn. 


Ceiling at Coleshill, Oxfordshire, 


and the work rooms. On one side of the lending 
library is the lecture hall with the study rooms ; 
and on the other the children’s library, with 
its reference and lending rooms. 

The muniment wing is to be a fireproof one, 
with just one small entrance near the service 
counter. Its windows face towards the small 
formal garden and Castle-street. It consists of 
the large muniment room (planned centrally), 
the inspection room, and the exhibition room. 
Galleries are placed over certain portions of 
these rooms to give more adequate storing 
accommodation. 


The children’s library and the lecture hall are 
placed at each end of the garden block res- 
pectively. Each has a separate outside entrance, 
as well as staff entrances from the lending 
library. The approach to the children’s library 
is through the small formal gardens, which, in 
summer, could be used for reading purposes. 

The main floor of the building is reached by 
a flight of granite steps with other flights within 
the building. Here a large central hall is 
arranged with the following rooms around it : 
The librarian’s, the committee room—and the 
large special collection room balancing it— 
various study rooms, and a manuscript room, 
and a local records room. The staff enclosure is 
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centrally placed exactly over the one below it 
and is connected with it. Beyond is the reference 
library, occupying the whole width and length 
of the garden block. The book stacks are 
placed on the inner side of this block, anc the 
ends are so arranged that they can be used for 
special collections. Bridges separate them 
from the central area. A gallery surround: the 
whole of this room, which is clearly shown 
on the upper floor plan. 

Below the stack on this main floor is another 
stack over the whole length of the lending 
library, but only over the work rooms and staff 
rooms of the floor below. 

The upper floor of the front block is arranged 
as a gallery for the display of drawings and 
prints, with a small “ Exeter” room on the 
west side. Staff rooms and print rooms occupy 
the angles of this block. 

On the south side is shown the separate 
service building. Here will be the heating 
chamber, fuel stores, caretaker’s quarters, 
work rooms, bindery and garage, with a yard 
adjoining for the use of motors. 

The first portion it is proposed to build will 
cost, it is estimated, £45,000; and towards 
this sum the Carnegie Trustees have generously 
promised £19,000. The total cost is estimated 
at about £75,000. 

An attempt has been made to keep the 
design of the exterior small in scale as is de- 
manded by the surroundings. The existing 
Rougemont House is placed rather too near the 
tower of the old Castle, and the mass of its 
side elevation is too great as well as too near to 
be quite happy. The pavilions of the proposed 
new garden block at this north end of the site 
are so arranged as to allow the ruins of this once 
fine tower, as well as the adjoining great wall of 
the castle, again to dominate the whole site 
as well as the new building. These new blocks 
will be kept lower than the existing Rougemont 
House. 

The side elevation to the front block is again 
divided architecturally as to lessen its 
length ; and the main entrance front and the 
long fagade to the garden are similarly treated. 
In all cases a vertical line is aimed for instead 
of a horizontal. , 

Internally, the top lighted entrance hall, with 
its vaulted ceilings and galleries, afford ample 
room for the display of books and prints and 
drawings of local interest—either in show cases 
or hanging on the walls. 

The large window over the porch, with the 
smaller side ones, will light the staircases with 
their landings and half landings, and should 
form a pleasing feature of the interior. 

The great Reference Room is exceptionally 
well lighted along the whole of its length and 
ends by large windows overlooking the garden 

The galleries, with their simple railings and 
panelled book case ends, should be an interesting 
feature of the interior of this spacious reading 
room. 

Little has yet been decided as to the 
materials to be used. The local bricks generally 
are not pleasing either in regard to texture or 
colour. They look red, hard and raw, and 
would clash badly with the delightful garden 
surroundings. The local white stones, such as 
Beer and Salcombe, are hardly suitable for 
exterior work as so well illustrated by the 
Cathedral and the Guildhall. The very beautiful 
“volcanic trap” stones found in the neigh- 
bourhood, such as Thornton and Pocombe and 
Poltimore, are extremely difficult to quarry and 
expensive to work—so costly as to make their 
use in a large modern building prohibitive. 
It is suggested that a mottled-brown brick be 
used for the general facing and a dull red one 
sparingly used for the quoins and jambs of the 
windows and other openings. Certain portions 
will be built of Portland stone, such as the 
cornices, plinths,. and strings, and the yee 
granite for the outside steps and main an 
lower entrances. 

The architect is Mr. Sidney K. Greenslade, 
F.R.LB.A., of Exeter, and 11, Gray’s Inn- 
square, London, W.C. 1. 
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By DUDLEY HARBRON. 


XVI.—Desien. 

Tue object of our endeavours is to render 
ourselves creditable exponents of our art. The 
quest of beauty, as beauty, is like the pursuit of 
the shadow of ourselves. The representation of 
an idea without the employment of a language 
and technique is not so efficient a means of con- 
veying our intention as is the barking of dogs. 
It is from a sincere realisation of the need for 
a language and a grammar of art that the artist 
serves so arduous an apprenticeship and so 
constant an overhauling of his working opinions. 
From the conception to the execution is only half 
of the arch; the artist leaves off there—at 
the keystone. The completion of the fabric 
has to be performed by the recipient, without 
whom it has no existence. For this reason, the 
intelligent interest of the man in the street is 
so necessary. 

Hegel and other philosophers have devoted 
thousands of pages to the consideration of the 
problem of beauty, and still we are as far as 
ever from the solution of its processes. The 
act of creation cannot be reconstructed, even 
if we should discover the receipt. The positive 
is more readily isolated by detaching one by 
one the negatives which obtrude between the 
conception and its realisation, or which may be 
inherent in the incomplete or impure conception. 
Nothing—or beauty—should remain after ugli- 
ness has been removed. How, then, does the 
artist¥ proceed to reject the negative qualities 
in order that the positive may solely remain ? 
Alternatively, is it possible to employ only 
those means and forms which have esthetic 
justification ? It is, indeed, only by some such 
process that he can hope to anticipate the 
critic, who will, in the reverse order, commence 
to demolish the artist’s presentation of his 
conception. In so far as the representation is 
impeccable is the critic compelled to approval. 
The critic is not anxious to help the artist ; 
his preoccupation is with the public. The 
whole of the faculties of the mind are called into 
play at the inception and planning of a con- 
ception—memory, will, instinct, reason and 
emotion. In turn, they are influenced by 
heredity, environment and acquirement, whose 
combined force tinge and complete personality. 
But no great artist is simply ego, and no 
outstanding work of art is less than universal. 
The individual, however eminent, is less impor- 


tant than humanity. Only when in his own 
personality he embodies mankind is he of the 
first order. There are degrees of beauty; 
if there were not life would be very mono- 
tonous. The subject as well as the form 
contribute to the classification of a work of art. 
A bride-cake has not the permanence of a 
cathedral. Pure art is useless except as w#sthetic 
experience. A monumentis the nearest approach 
which architecture makes to this seemingly un- 
satisfactory realm. 

In considering architecture it is difficult to 
disentangle the creative from the expressive, 
they are so close upon the heels of each other. 
An architect does not conceive a bank entire in 
a moment of inspiration, and yet in realisation 
it may not fall short (excepting its subjective 
limitations) as a work of art. The plan, the 
mass, may be resolved in an instant, after 
prolonged consideration and experiment. 

“X work of art requires an antecedent history 
of thought and study. One would have imagined 
that this was sufficiently obvious, were it not 
for the widespread idea that the act of creation 
was the formulation of something out of 
nothing. The architect commences to design a 
building as an artistic problem. To solve the 
problem requires the full employment of all his 
faculties. In as much as they are equal to the 
demands of the subject will his solution be 
acceptable. It does not matter how we get the 
requisite knowledge, so long as we get it; having 
obtained it it is not so important that we 
should keep it as that we should know how to 
employ it. All knowledge is useful if we use it. 

It is interesting to consider in what order he 
considers the subject; a systematic method of 
approach, if such can be constructed, would be 
very helpful to the student. We all have to 
evolve our own, as I have never seen any 
sequence set down on paper. In the first place 
it is necessary to realise all those requirements 
actual andfpotential of the particular problem 
with which we have to deal. These are the 
fundamental considerations no matter what the 
nature of the subject requiring a solution. It 
requires a knowledge of individual and social 
conditions, modes of life—in work, relaxation, or 
recreation—processes of manufacture or mer- 
chanting, viewpoint of employer and employed, 
indeed, so much of the complicated machinery 
of civilisation as is contained in and impinges 
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on the theme.} It is the same process of pre- 
cedent, of intelligent anticipation in varying 
degrees of difficulty, but in all cases it is requisite 
and desirable that we should learn all that there 
is to learn before we can attempt an essay in the 
second stage of composition. This next step 
consists in so disposing inanimate matter in such 
shapes and formations as will conveniently 
clothe and dispose the humanity for whose use 
and occupation it is intended. Length, breadth 
and height of the whole and component parts, 
have in faddition to be determined—when the 
second merges in the third stage—the nature 
of the material in which the theme has to be 
carried out. This is chiefly determined by the 
permanence of the theme, so that the clothing 
shall last so long as the idea which it enshrines 
shall be satisfying. Quantity as well as quality 
of material are contributory to the realisation 
of the imperishable. The whole has then to be 
reviewed from the appreciation of the need of 
providing conditions congenial to the develop- 
ment of man—air, light, and warmth, not only 
for ourselves, but for our neighbours—for it 
is the design of habitations which we are 
considering not tombs. Lasily, though in 
actuality there is no lastly, the whole must 
be judged in relation to outlay. Do benefits 
bearing any reasonable proportion or relation 
to the expenditure of labour, time, material and 
money accrue? Has or will any man suffer 
or be degraded by the diversion of his energy 
upon a needless project, or any part or portion 
thereof? Should the truth answer to this 
searching examination in all its stages and in 
all its parts, we shall have reached to as near 
perfection as such imperfect creatures are ever 
likely to arrive. The compleat architect will 
be rewarded by complete architecture. 
——-——o ~~ 
New Books. 


Messrs. B. T. Batsford’s list of autumn 
announcements includes: ‘‘ English Decoration 
and Furniture of the Early Renaissance,” ¢by 
Margaret Jourdain; ‘“‘The Human Form and 
Its Use in Art,” by F. R. Yerbury and G. 
Montague Ellwood; ‘The Story of Archi- 
tecture,” by P. Leslie Waterhouse; “ The 
Cathedral Churches of England,” by Helen 
Marshall Pratt; ‘‘ Colour Schemes for Modern 
Interiors,” by well-known Continental archi- 
tects and designers; ‘“ Regulations .of the 
London County Council Relating to Structural 
Steel Work (London Building Act Amendment, 
1909), and to Reinforced Concrete, 1916,” by 
Ewart S. Andrews; and “ Structural Design in 
Steel Frame Buildings,” by Percy J. Waldram 


et ali 





New Premises of the Hong Kong and Shanghai Banking Corporation, Hankow., 


[This new building is of reinforced concrete construction, 


Messrs. PatmMeR & TurRNER, Architects. 


faced (with ~ granite from the 


quarries at Tsing Kang. Spacious verandahs are provided for use during the summer.] 
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ILLUSTRATIONS. 


Library Buildings, Exeter. 
The new library buildings for the city of 
Exeter are described on p. 432. Mr. Sidney K. 
Greenslade, F.R.I.B.A., is the architect. 








Barclays Bank. 


This building, at Nos. 80 and 81, Fleet-street, 
has been erected at the corner of Fleet-street 
and Salisbury-court, for Messrs. Barclays 
Bank, Ltd. 

The banking premises occupy the whole of 
the basement and ground floor except the 
portion required for the entrance and staircase 
to the offices above. The banking hall is 
46 ft. by 41 ft. clear span entirely free from 
stanchions, four of the floors over being also 
similarly free from stanchions. 

The walls of the hall are lined all round with 
a panelled mahogany dado with a marble 
skirting and marble architraves around the 
radiator recesses. Above the dado the walls 
are panelled in plaster finished a cream tint. 
The counter is in mahogany, also with a marble 
skirting. The counter grilles, with the glazed 

nelled fronts to cashiers’ desks, are in solid 

ronze. The floor of the public space is black 
and white marble. 

The managers’ and waiting rooms are panelled 
in mahogany up to frieze height. 

The street entrance to the offices over the 
bank is lined with marble, and the walls of the 
main staircase and corridors with Medmenham 
tiles. 

Both elevations are faced throughout above 
the plinth with Portland stone, the plinths and 
architraves to entrances being faced with 
polished grey Aberdeen granite. The roof is 
covered with Westmorland slates, with orna- 
mental copper ridges and hips. 

The contractors are Messrs. Allen Fairhead 
& Son. The sub-contractors are as follows :— 
Steel construction: Messrs. Sanders & Forster, 
Ltd. ; concrete flooring: Messrs. The Siegwart 
Fireproof Floor Co., Ltd.; granite, marble 
paving and wall linings: Messrs. Fenning & Co., 
Ltd.; Portland stone: Messrs. F. J. Barnes, 
Ltd.; marble terrazzo staircase paving: 
Messrs. Malcolm Macleod & Co., Ltd. ; artificial 
stone: Messrs. The Patent Victoria Stone Co., 
Ltd. ; tile wall lining: Messrs. The Art Pave- 
ments & Decorations, Ltd., and Messrs. Carter 
& Co. (London), Ltd.; hot water heating : 
Messrs. Stitson, White & Co. ; electric lighting : 
Messrs. A. F. Goodwin & Co., Ltd.; electric 
light fittings: The Edison Swan Electric Ce., 
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Ltd. ; wrought ironwork : Messrs. Hill & Smith, 
Ltd.; passenger and hydraulic lifts: Messrs. 
Aldous & Campbell, Ltd. ; metal windows, lift 
enclosure and bronze counter grilles: Messrs. 
The Crittall Manufacturing Co., Ltd., and The 
Crittall Freeman Bronze, Ltd. ; copper work : 
Messrs. F. Braby & Co., Ltd.; asphalte work : 
Messrs. Thomas Faldo & Co., Ltd. ; decorative 
plaster work: Messrs. F. De Jong & Co., Ltd. ; 
ironmongery: Messrs. Carter & Aynsley, Ltd. 

The clerk of works during the erection of the 
greater part of the structure was Mr. B. 8. 
Ravenscroft, and during the remainder until 
completion, Mr. J. C. Swallow, A.R.1I.B.A. 

The architects are Messrs. C. J. Dawson, Son, 
& Allardyce. 





The Chalet du Bois, Le Touquet. 

This drawing illustrates the garden court at 
the house recently carried out for the Rt. Hon. 
The Earl of Dudley, K.C.M.G. The materials 
used are red brick and stucco for the walls 
and hand-made tiles for the roof. The piers to 
the garden pergolas are constructed of roofing 
tiles with oak beams over. 

The general contractors for the work were 
Messrs. J. W. Falkner & Sons, of London, and 
the firm responsible fer the heating installation 
was Messrs. James Gray, Ltd., of Chelsea. The 
garden work was carried out by Messrs. Jas. 
Cheal & Sons, of Crawley, in conjunction with 
the architect, Mr. A. B. Llewelyn Roberts 
(Messrs. Colleutt & Hamp), 126, Wigmore- 
street, W.1. The perspective drawing is by 
Mr. Kenneth Anns. 





Cottage at Elstead, Surrey. 

Beautifully situated on the edge of a heather- 
grown common and flanked by woods, the 
original cottage consisted of a living room, 
scullery and large larder on the ground floor with 
three bedrooms on the first floor. The entrance 
was direct into the living room and the building 
was very damp, the walls and floors having been 
built direct upon the earth without surface 
concrete or damp courses. The roof was also 
overgrown with ivy and in an unsound condition. 
The necessary work of renovation was therefore 
considerable; old floors being taken up, a 
surface water drain being made under the 
entire length of the building, waterproofed 
concrete being laid over the floor area and 
horizontal damp courses being inserted in all 
the walls. 

The original living room was converted into a 
dining room, the old fireplace being opened up, 
and the old larder was incorporated, thus giving 
extra light and a view of the common at the 
back of the house. A new library has been 
planned at one end of the building with two 
bedrooms and a bathroom over. All the wood- 
work in the library and new joinery work in the 
dining room is of well-seasoned oak, hand- 
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worked where possible, including extensiv: 
ranges of bookcases and other library fittings. 
A porch has also been added, and the old sculler, 
has been converted into a serviceable kitchen 
with the necessary offices adjoining. Irregula; 
stone paving and a low dwarf wall now surrounc 
the house, and the well head forms a feature in 
the stone flagged informal garden. Dull multi- 
coloured bricks, harmonising with the existing 
work, and dark brown plain tiles have been used. 

Messrs. Glazier & Ellis, of Elstead, Surrey, 
were the builders, and Mr. K. M. B. Cross, M.A. 
(Messrs. A. W. S. & K. M. B. Cross), was the 
architect. 





* Warden,”’ Surbiton. 

This house is in course of erection at Surbiton 
and the contractors are Messrs. Limpus & Son, 
of Kingston-hill, Kingston-on-Thames. 

The walls are faced in multicoloured red 
hand-made bricks; 11 in. hollow walls are used, 
the bays and windows being in oak, with iron 
casements and lead lights by Messrs. Crittall 
& Co. 

All the joinery is being made by Messrs. Higgs & 
Hill. Among the other sub-contractors are Messrs. 
T. S. Knight & Sons, of 222, Great Portland- 
street, W., who are carrying out the hot-water 
services, and Messrs. Bratt, Colbran & Co., of 10, 
Mortimer-street, W., are supplying the fire- 
places, etc. 

The architects are Messrs. H. F. Murrell and 
R. M. Pigott, AA.R.I.B.A., of 35, Bedford-row, 
W.C.L. 





House at Oxford. 


Planned for erection on a site commanding a 
fine view of Oxford, this house is designed to 
provide the required accommodation at a 
moderate cost consistent with convenience of 
service and the use of sound materials. The 
cavity walls are faced with multicoloured 
sand-faced bricks, the quoins being enriched 
with dark-red facing bricks of similar tex- 
ture. The roof is to be covered with dark- 
red hand-made sand-faced plain tiles; all out- 
side woodwork is to be painted white, including 
casements and frames, and the front door is io 
be painted a fresh green with moulded architrave 
and hood painted white. 

Mr. K. M. B. Cross, M.A. (Messrs. A. W. 8. 
and K. M. B. Cross), is the architect. 





St. Luke’s Church, Maidenhead. 


This chapel was built as a Lady Chapel to 
the church and also as a war memorial. It 
forms a continuation of the north aisle of the 
church and is built in Chilmark stone; the roof 
boarding is painted blue with white rafters 
stencilled with patterns of vine and flowers in 
colours, the principals and purlins being in oak. 
The floor is concrete covered with Ruboleum 
in squares. The east window, in subdued 





Arlington National Cemetery, Washington, U.S.A.: Interior View 
(Built of White Marble). 
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louring, is by Mr. A. K. Nicholson, 105, Gower- 
street, W. 1. The altar and altar rails are oak 
slightly fumed, with limewood carving applied 
on a blue ground, made by Messrs. Bowman & 
Son, of Stamford. The altar cross is of silver 
with ivory inlaid and precious stones. The 
candlesticks are of silver with enamelled coats 
of arms, the work of Mr. Bray, 2, Sandeland- 
street, W.C. 1. The altar linen and dossal are 
by Miss Beckh, of 20, Thurloe-place, S.W. 7. 
It is intended to panel the walls in oak with a 
partly coloured and gilt oak reredos at a future 
date. The general contractors were Messrs. 
Cooper & Son, of Castle-hill, Maidenhead, and 
the architects Messrs. Cheadle & Harding, 
2, New-square, Lincoln’s-inn, W.C. 2. 





“ Pantiles,’’ Lyndale, Hampstead. 
This house is built of hand-made multi- 
coloured sand-faced bricks, pointed in cement, 
with a tile creasing. The roof is covered with 
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pantiles. The house was designed with a view 
to being run with the minimum of domestic 
help. Access to all parts is obtained from 
a central octagonal hall. The drawing-room 
is a large room on the first floor with good views ; 
this obtains additional height by running up 
into the roof and showing the rafters. The 
floor is of Jarrah. The contractors were Messrs. 
Foster & Dicksee, of Rugby; Messrs. Cheadle 
& Harding, of 2, New-square, Lincoln’s-inn, 
W.C.2, are the architects. 





Dalston Victory Hall, near Carlisle. 


This hall has been built and completely 
equipped under the direction of a representative 
local committee. It has a good dancing floor, 
and is lighted by acetylene gas and warmed 
by low-pressure hot-water apparatus. The 
builders’ and plasterers’ work was executed by 
Messrs. J. & R. Bell, the facing bricks being 
Whitehaven and Sandysike. The joiners’ work, 
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including a bold open timbered roof, was 
executed by Messrs. Craig & Macdonald, who 
used Columbian pine for the internal joinery. 
The plumbers’ work was executed by Messrs. 
Harrison Bros., who also carried out the heating 
and lighting work. The slating was carried out, 
in strong Cumberland and Westmorland green 
slates laid in diminishing courses, by Mr. John 
Hewitson, and the painting and glazing was 
executed by Messrs. R. 8. Kirk & Son. The 
cost was about £3,000, and the aim throughout 
has been to provide a completely fitted-up 
hall, with club rooms, &c., yet not to depart 
from the village feeling. The architect is Mr. 
H. E, Ayris, of Carlisie. 





Whitton Grange. 


The title and name on plan on page 394 of 
our last issue should have been: Whitton Grange: 
Plan. Messrs. Mauchlen & Weightman, Archi- 
tects. 
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Alterations and Additions 
Mr. K. M. B. Cross, M.A. (Messrs. A. W. 8. 


& K. M. B. 


Cross), Architect. 


to Cottage at Elstead, Surrey. 


(See p. 434.) 
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Barclays Bank, Fleet-street. 
Messrs. Dawson, Son & ALLARDYCE, Architects. 
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Lady Chapel, St. Luke’s Church, Maidenhead. 


Messrs. CHEADLE & Harprne, Architects. (See p. 434.) 
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PRACTICAL DESIGN FOR BUILDING 


CONSTRUCTION. 


EXPLANATION 


AN ELEMENTARY 


VIII. 


OF THE APPLICATION 


OF THE THEORY OF CONSTRUCTION TO PRACTICAL DESIGN 
By EWART 8S. ANDREWS, B.S8c., M.I.Struct.E., A.M.Inst.C.E. 


SECTION II._-FLOORS AND BEAMS—Contd. 


Loals and reactions on beams—The first 
problem in designing a beam is to determine the 
maximum value of the bending moment on the 
beam, and before we can do this we must know 
exactly what loads the beam has to carry and 
the value of the reactions at the ends of the 
beam. ® 

The reaction at the end of a beam is equal to 
the pressure which the beam exerts on the support 
at that end. 

* One of the fundamental laws of mechanics 
(sometimes called Newton’s Third Law of 
Motion, although it does not necessarily have 
anything to do with motion) is phrased in ortho- 
dox language as “ To every action there is an 
equal and opposite reaction.” 

In ordinary language this means that if one 
body A presses downwards on another body B 
with a given force, then B must pressure up- 


W 
W, We : 


Before going further, we will remind the 
reader that moments have signs; those which 
tend to move the body in the direction of the 
hands of a clock (clockwise moments) are 
usually called positive, and those tending to 
move the body in the opposite direction (anti- 
clockwise moments) are called negative. In 
speaking of the sum of moments we mean the 
sum with due allowance for the signs. 

Now let us apply the general principle to the 
case of the beam illustrated in Fig. 13; three 
loads are shown anywhere on the beam and P 
is any point about which we take moments. 


We can then tabulate our moments as follows : 


Moment of R,; about P = Ri.y1 
Moment of W; about P= — W}j.x; 
Moment of Wz about P= — Woe.xe 
Moment of Ws about P= — W3.xg 
Moment of Re about P= — Rog.ye 


6 Tons 
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gives us the following procedure for finding the 
reactions : 

(1) Take moments about one of the supports 
of all the loads, and thus find the reaction ag 
the other support. 

(2) Subtract the reaction thus found from the 
total load to find the second reaction. 

Numericai example (1).—A beam of 20 ft. span 
carries a uniformly distributed load of } ton per 
foot run, and an isolated load of 6 tons 6 ft, 
from the left-hand support. Find the reactions 
on the supports. Fig. 14 illustrates the arrange. 
ment; uniformly distributed loads are very 
common in practice, and for purposes of the 
calculation of reactions we assume that the 
total load thus distributed acts at the centre of 
the length over which it is distributed. 

Beams of this kind are said to be simply 
supported, and the supports are diagrammati- 
cally represented by knife edges as shown in 
the figure. If the ends of a beam are continuous 
over the supports, or are otherwise so fixed 
that the beam cannot deflect freely between its 
supports, the reactions and stresses become 
quite different and cannot be dealt with in the 
manner now being described. 

We now proceed as follows :— 


Load distributed 4 x 20= 10 tons, 
Total load 10+ 6 
16 tons. 


No il 


le Ton PER Foor 
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wards on A with the same force. This follows 
as necessarily true if Newton’s First Law is 
true; and up to the present we cannot find 
anything wrong with that. The First Law 
states that if a body is at rest all the forces 
acting upon it must be in equilibrium; now if 
there are only two forces acting they can only 
be in equilibrium if they are equal and opposite, 
so that the downward pressure of A must be 
exactly equal to the upward pressure of B. 

The first thing, therefore, that we must be 
able to do with any beam is to find the reactions 
at the ends. In order to do this we employ the 
principle of moments which we have already 
used in connection with walls. This principle 
states that if a body is in equilibrium the sum 
of the moments about any point of all the forces 
on the beam must be zero. In the case of the 
ordinary beam all the loads in the beam act 
vertically downwards, and the reactions act 
vertically upwards, and we can vary the state- 
ment of this general principle in the present 
case to the following form : 


The sum of the moments about any point of 
the loads on any beam must be numerically equal 
to the sum of the moments of the reactions about 
the same point. 
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The general principle states that : 

R}.y1 — W.x1 — We.x2 + W3.x3 — Re.yo= 0 

We can always change a term of an equation 
to the other side by changing the sign ; so keep- 
ing the R’s one side and the W’s the other we 
have : 

Ry.yi — Re. y2= Wj.x1+ Woe.x2 — W3.x3 ..- (1) 

This proves the statement printed in italics 
in column l. 

Now the point P can be chosen anywhere 
convenient, and by taking it at one of the 
supports (say 2) one of the terms on the left-hand 
side of equation (1) will become zero. This 
leaves us with an equation in which the only 
unknown quantity is one reaction, so that we 
are able to find that reaction at once. 

In addition to this rule we have the rule that 
the total upward force must be numerically equal 
to the total downward force, so that if we know 
the total load and one of the reactions we can 
find the other reaction at once by subtracting 
the known reaction from the tota! load. This 
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Now take moments about the point. 

Moment of isolated 
or point load 6x5 

30 ft. tons. 


Moment of uniform 
load 10x10 


100 ft. tons. 


Sum of movement 
of loads = 


Movement of reaction 


Reg about 1 = Rex 20. 
But moment of re- 
action = sum of moments ef 
loads, 
.*. Rox20 = 130 
Re = 130 
20 


om 6.5 tons. 
total load = 16 tons. 
16 — 6.5 

9.5 tons. 


But R; + R. 
wR 


2 
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tou i 
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We can check the accuracy of our working by Now the moment of R; about 2= R, x18. 


taking moments about the point 2 and thus R, x18 = —24 
ealoulating Ry, and the student is recommended Ri = —24 
to do this as an exercise. 18 

Numerical example (2).—A beam rests upon = 1.33 tons. 
supports 18 ft. apart and projects at one end Ro = Total load—R} 
éft. beyond the support; the beam carries 5 = §—1.33 
, uniformly distributed load of } ton. per ft. = 6.67 tons 


run throughout its length and an isolated load 
at the projecting end: Find the reaction at 
each end. The arrangement in this case is 
illustrated in Fig. 15; the portion of the beam 
projecting beyond the support is said to be 
cantilevered. 

A cantilever is a beam which is fixed in direc- 
tion at one end and is free or unsupported at 
the other; the branches of a tree are canti- 
levers. The beam is supported on points 1 and 2, 
and projects on the right-hand side to the 
point 3. 


The distributed load is } ton per ft. run. 
Distributed load = Wy = $x 24 


The observant reader will at once ask why the 
minus sign has been dropped ; the reason is that 
we do not worry about the sign of reactions so 
long as the two reactions come of the same 
sign, but if they come of different signs we know 
that one will act downward and the other up- 
ward. It is possible to obtain a downward 
reaction in a cantilevered beam, and it means 
that the weight on the projecting portion over- 
balances that on the other or anchor portion, 
and that the beam has to be positively held 
down to prevent the end from lifting. It will 
be noted that, in our previous statement in 
italics of the rule for reactions, we said that the 
sum of the moments of the reactions was 


= 6 tons . 
r r numerically equal to the sum of the moments 
Scleted od = = Wg = 3 tome, of the loads; the two are not algebraically 
Total load = 8 tons. equal, but are in fact opposite in sign. This 


will be clear from equation (1), since Wj. x 
and We.x¢e are both anticlockwise, but are 
positive in the equation. 

The Reactions in a Cantilever.—Many students 
get into difficulties when they try to find the 


The uniform load is regarded as acting at the 
centre of its length as indicated, that is, 12 ft. 
from the support 1 and 6 ft. from the support 2. 
To find the reaction Rj, take moments round the 
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probable that, from the edge B to a point A, 
the beam presses downwards upon the brick- 
work or other material of the wall, and presses 
upwards from the point C to the end D. If this 
is true, we should expect the downward pressure 
to be greatest at the edge B and diminish 
gradually to the point A; we should also expect 
the upward pressure to increase gradually from 
the point C to the point D. This will give us 
two pressure diagrams indicated by the triangles 
E BAand F DC. The resultant pressures, 
Ri, Re, represented by the areas of these tri- 
angles, will then act in the lines indicated. 
In order to estimate the values of these re- 
action pressures, we will note that, by taking 
moments about the line of action of R,, we 
must have :— 

Reg xX a= Sum of moments about line of action of 
R, of all the loads on the cantilever 
= Wx in our case, 

We shall have a larger number of further 

examples of calculations of reactions when we 
come to consider bending moments. 


———__—~<+>-—_e—____—__ 


THE QUADRATURE OF 
THE CIRCLE 


“ How to square the circle” has been the 
dream and the perplexity of mathematicians 
for many hundreds of years. Innumerable 
approximations have been found showing 
more or less ingenuity, but none of them 
capable of proof by pure geometry. The 
diagrams given on this page show a solution 
by Mr. T. C. Dennison, of Thornton-avenue, 


In the drawings which accompany this 
description a construction has been adopted 
which is applicable to any circle, and which, if 
accurately drawn, will give absolutely correct 
results, capable of mathematical proof. It is 
based upon the fundamental truth enunciated 
in the following theorem :— 

If a circle be enclosed by a square and bisected 
by its diagonal, the co-ordinates round the 
point of bisection, together with the diagonal 
of square so formed, are equal in length to 
radius of circle. 

Construction.—Let A B C D E be the given 
From the points A and D, with radius 
equal to 4 (,/2-1) cut the circumference of 
circle at B and C, and join BC. Also join 
AC and DB and bisect them at a and 8; and 
parallel with the diameter A D draw G H through 
the points a and 8. This construction makes 
the angles D A C and C A D=34 deg., and the 
angles AxS and DxS=56 deg. The line G H 
is the side of a square equal in area to that of 
the circle ABC DE. The above construction 
is the result of many years of patient labour, 
and it is intended to publish it, with the mathe- 
matical proofs, and to show at least four 
different methods of arriving at the solution. 
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= > reactions of an ordinary cantilever, such as that 
We then have :— indicated in Fig. 16; this is largely due to the 
Moment of isolatedload W2= 2x6 fact that the text-books are usually silent upon 
; - (clockwise). this point and the explanation is not altogether 
= 12 ft. tons. free from difficulty. ; Chiswick. 
‘ , : The fact is that, at the support of a cantilever, 
Moment of uniform load W1= lo 6 x 6 (anti- there is strictly not a reaction, but the effect 
clockwise). is that of two reactions near to each other in 
= 36 ft. tons. the anchored portion of the beam and opposite 
Total moment = —36+ 12 in direction. The exact dispositions of these 
= —24 ft. tons. reactions is impossible to forecast, but it is 
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BOOK REVIEWS 





Small Houses for the Community. By C. H. 
(London : 
31s. 6d. 


It has been said by one competent to judge 
that the housing problem with which we are 
wrestling will continue to absorb our atten- 
This 
is probably true and therefore it is necessary 
that the problem be approached in a compre- 
hensive manner, that it be recognised as a 
permanent and not a temporary question, and 
that accordingly it must be settled on a per- 
Legislation can render valu- 
able assistance by the removal of burdensome 
and effete by-laws and by placing reasonable 
restraint on private obstruction and aggres- 
sion, but the ultimate solution of the problem 
must lay largely with those who are actually 
engaged in the design and construction of the 
houses—with the measure of skill on the one 
hand and honest work on the other. The 


James and F. R. Yersoury. 
Crosby Lockwood & Son. 1924.) 


tion for two generations yet to come. 


manent basis. 


difficulties of the problem are now well known 
and appreciated. 


the subject which should be of great assist- 
ance to those engaged in the work of actual 
construction. 

The scope of the work is well expressed 
by the authors in the introduction. ‘‘ It is 
the intention of this book to place on record 
for the use of those to whom they may be of 
value some of the best examples of com- 
pleted work, showing that it is possible to 
carry out housing schemes and build small 
houses without either outraging the msthetic 


In the volume before us we 
have a welcome and valuable contribution to 


S® THE BUILDER ¥& 


sense on the one hand, or ignoring the 
question of cost on the other.'’ The book is 
divided into four principal sections: the text, 
in which various practical aspects of the 
housing problem are discussed; a series of 
plans and photographs of small houses and 
cottages recently built in the newly-developed 
districts of London and the provinces—this is 
the largest section; plates of detailed draw- 
ings; and an appendix consisting of working 
drawings, specifications, and bill of quantities 
for a group of fourteen cottages at Welwyn 
Garden City. In the text are some remarks 
on such pertinent questions as site planning, 
design, materials, construction, and internal 
arrangement. The old method of laying out 
a residential building site was by means of 
long parallel roads, usually far too wide and 
having expensively constructed carriage ways. 
These were connected at intervals by short 
cross roads, which were merely flanked by 
the ends and the gardens of the houses in 
the longer roads, and were therefore useless 
as far as the development of building plots 
was concerned. Many wide roads served only 
a small number of houses, or even a cul-de- 
sac, and soon acquired that unkempt and 
weed-grown appearance which may be seen on 
the outskirts of many of our towns. These 
expensive methods of lay-out led to the charge 
for plots not by area but by the foot run of 
frontage and consequently to the reduction of 
the frontages of houses, so that often only 
16 ft. or even 12 ft. was given to each house. 
It is now recognised that economy in the 


space devoted to road surface is an important 
factor in the general economy of the develop- 
ment of a building site, and that the less 
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road construction it is necessary to make the 
less will be the general cost of development 
and the greater the plot which can be given 
for the same price. Many useful obseryg. 
tions are made on the economical planning 
and lay-out of a site on these principles. 

In respect to the design of the individual 
houses the principal factors to be considered 
are doubtless the materials available and the 
locality of the site and the local traditions of 
its neighbourhood. It would conduce both io 
economy and good effect if the neighbouring 
cottages of a given site were examined before 
deciding on the design for new work. There 
are often very good reasons for the character 
of the work pursued for centuries in some 
localities, not at first apparent. There cap 
be no question but that while individuality is 
permissible and desirable in the development 
of a residential area regard must be had to 
the effect as a whole. On the subject of 
design the authors say “ Little things tel] 
very much in simple houses, and nothing cap 
be allowed to go unconsidered. The greatest 
care must be exercised in the design and 
placing of chimney stacks, which should 
always be simple and with projections, if any, 
not exceeding three-quarters of an inch. The 
flatter the pitch of the roof the shorter the 
chimneys may be. Horizontal lines of 
window and door heads should be carefully 
followed out round a building. Eaves should 
be proportionate in projection to the pitch of 
the roof, the steeper the pitch the narrower 
the soffit. Fascia boards must be stopped by 
kneelers or else returned at ends, and should 
not exceed 4 in. in depth unless definitely re- 
quired to give the effect of a cornice, when 





Vestries, St. James’ Church, New Brighton, Wallasey. Mr. A. Rate Keroutry, A.R.1.B.A., Architect. 


[This church was designed by Sir Gilbert Scott 
in the early ‘fifties. The new addition provides 
a large vestibule giving access to a clergy and 
to a choir vestry, the latter big enough to be 
used as a meeting room for adult classes when 
required, Lavatories are provided for both 


vestries independently. 
ton stone, with a vertical dampcourse in the 
thickness of the walls. 
slates. 
oak, with gunmetal fittings. 
lavatories 


The addition is in Store- 


The roof is of Precelly 
All the visible woodwork is Austrian 
The vestibule and 


have tiled floors and the ves- 


tries wooed block floors. Gas stoves supply 
the heating. The cost of the addition, 
furnished, is £3,100. The builders are Messrs. 
W. Thornton & Sons, and the architect Mr. 
A. Ralph Keighley, A.R.LB.A., of Liver- 


pool. } 
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the assistance of a bed mould will also be 
required.” 

The plates of photographs and plans con- 
tain some excellent examples of small houses 
and cottages recently erected in various parts 
of the country. These are built of various 
materials—though those with brick walls and 
tiled roofs predominate—and are shown in 
jetail and arranged in blocks and groups. A 
charming close of cottages at Welwyn garden 
city, built of concrete blocks, cement ren- 
dered, and roofed with tiles, and illustrated 
on plates XXxii, xXxxiii, demonstrate clearly 
the satisfactory effect which can be obtained 
by the employment of these materials. Good 
' also shown of the use of 


examples are : 
weather boarding in the upper stages, particu- 
larly in a@ group of four cottages in plate 
xiii. A few examples from Holland, 
Denmark, and Sweden, including some 


timber houses recently built near Stockholm, 
re added. All the photographs are very 
clear and sufficiently large for their purpose. 
They illustrate some of the best examples of 
modern work and should assist in no small 
measure in establishing the high standard of 
building of this class of house which these 
examples have set. The encomium passed 
by Mr. Raymond Unwin in his Foreword to 
the book is well deserved. ‘‘ This volume,’ 
he says, ‘* fittingly marks a success in that 
long struggle to establish a new technique in 
the housing of the people. The housing 
vhemes which it portrays, whether carried 
out by municipal, public utility, or private 
bodies, have established beyond doubt the 
practicability of the high standard of attain- 
ment shown. That standard no one who is 
responsible for housing work can afford to 
neglect. Who falls below it will in future 
hardly escape reproach.” The appendix 
forms a most useful adjunct to what is a 
welcome and opportune work. 


land Valuation Policy. By James Dunpas 
Wuirz, M.A., LL.D., of Trinity College, 
Cambridge, Barrister-at-Law. (London: 
Published by the United Committee for the 
Taxation of Land Values. 1924.) 2s. 


This is a little volume of 196 pages and an 
index, and its object is to advocate the taxation 
and rating of landed properties on the basis of 
their land values, or, to quote from the author, 
‘‘What we need is to reconstitute the public 
charges on lands—or in other words, the rates 
and taxes on landed properties—on the basis of 
two simple principles, (1) That the land which 
Nature has provided ought to be regarded as 
common property, and that those who hold it 
should pay the people a rent for it, based on its 
market value for the time being; and (2) that 
the improvements, both present and future, 
should be regarded as belonging to those who 
make them, and should be relieved from public 
charges as much as possible.” . 

It must not be thought that the author simply 
desires to revive the land taxes which proved 
such a failure under the Finance Act, 1909-10, 
for on page 84 he says ‘“‘ They did not deserve the 
name of Duties on Land Values and were 
uworthy substitutes for the real reform,” but 
perhaps this will have been already gathered 
from the quotation we have given above, for 
when people talk of the land being “‘ the common 
property of the people” and euphemistically 
speak of taxation as “ a rent paid to the people ” 
it does not require great acumen to discover that 
the system they advocate involves the divesting 
of private rights in property and a system of 
taxation which inevitably leads in the end to 
confiscation. We do not propose in this notice 
to argue the question, but that the above state- 
ment of the proposals this little handbook con- 
tains is accurate can be shown by a very few 
quotations. We start with one sentence in the 
Preface: “ Justice requires that all the people 
should have equal rights in the land which 
— has provided.” The capital N is the 
author's. 

Then we find that “ Any tax or rate on land 
Value ought to be regarded as a rent paid to the 
community for the land and should be payable 
80 long as the land is held, apart from any ques- 


‘YX THE BUILDER 


tion whether it is being used or ‘ occupied ’ in the 
technical meaning of that word.” Further, 
that the public charges on the land value of each 
property should be treated not merely as a 
personal debt, but as a first charge on the land, 
and that if those charges are not met within a 
certain period “the community should be entitled 
to resume the land, and if payment is not made 
within a certain further period the community 
should be entitled to resume the land absolutely.” 

Systems of taxation or industrial enterprise 
based on confiscation of private rights are attrac- 
tive reading, as they always show brilliant 
results and huge profits, and this volume is no 
exception. We do not care to discuss the 
obvious inherent difficulties in the system, nor 
to raise the question whether in practice the land 
so treated, irrespective of the actual returns 
being obtained from it, would not eventually so 
depreciate that the end aimed at would not be 
attained, as it is sufficient to indicate the general 
principle advocated in this little volume which 
concludes with a series of ‘“‘ Notable Sayings,” in 
which Henry George and his followers figure, and 
which purport to point to the attainment of 
Utopia, but do not look far enough into the 
future to discover the “‘ Paradise Lost” which 
may well be the sole fruits of any such system. 
I for One. By J. B. Prizstiry, (London : 
The Bodley Head.) 6s. net. 


It is a pleasure to review a volume of good 
essays. Good essayists are rare, but it is a 
mistake to believe that the fine art of essay- 
writing ended with Lamb and Hazlitt. It is 
an art which makes a double appeal to archi- 
tects. They can appreciate a form of craftsman- 
ship involving literary grace and exquisite taste, 
and they cannot neglect a medium which deals 
playfully with various aspects of life and art. 
The preferences may be individual and the 
sentiment elusive, but they represent the views 
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of a highly cultivated mind, endowed with 
tolerance and sympathy. Mr. Priestley can 
claim most of the rare qualities of the good 
essayist; he has the light touch which can 
traffic delightfully with fancies, and the sense of 
humour which laughs at our little affectations, 
at the same time disguising the serious thought 
which lies below the surface. Hear him in his 
Essay on Cranks :— 

“The eccentric merely discovered a mode of 
life which suited him; the crank has found a 
way for everybody; he possesses a panacea 
and is aggressive, militant, proselytising. The 
mark of the crank is his unshakable belief that 
his own particular crotchet will save the world.” 

He likes the soft opaque colours of toy 
balloons, and the beautiful spot of colour they 
make in our streets. This fancy leads him to 
wonder what would happen to such pretty 
trifles in the solemn economic utopias which 
some people are always fashioning for us, 

“We might even agree to make the toy- 
balloon some sort of test for our prophets and 
grand, sweeping reformers. When they have 
told us what should be done, when they 
have finished refashioning the world, and have 
put everything in its place, we might venture 
to ask them what would happen to the toy 
balloon. If the wistful demand was met with a ~ 
look of contempt and a shrug of the shoulders, 
we could then turn away well satisfied, knowing 
that, whatever they were, they were not the 
prophets for us. Let them reform themselves, 
we would mutter as we passed out of their 
hearing.” 

He conveys the impression of the “ unlovely 
signs of industry ” in “‘ A Coincidence ” with as 
sure a touch as the impression he gives us of the 
fragrance of cherry blossom in his essay ‘ In the 
Country.” Asacorrective to our modern outlook 
these essays are more valuable to us now than 
to a later generation who will appreciate them. 








British War Memorial, Hankow. 





Mr. Horace G. Turner, A.R.1.B.A., Architect. 


[This design was selected in competition. The memorial is built entirely of granite on brick footings, 
and is supported on a lime concrete raft. The metal work is bronze entirely made by Chinese labour. } 
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NOTES 
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ON SOME BUILDERS’ WORKMEN 


IN THE MIDDLE AGES 


By H. LITTLEHALES 


In the following little article we have 
attempted to give a very brief notice of some 
of the workmen employed by builders in 
Medieval England. The notes have been taken 
from original existing accounts set down by 
Medieval builders, which may be seen to-day 
in the Public Record Office. 

Caretakers.—This official is very rarely 
mentioned. He appears, however, in MS. 
545-29 to have been paid 10d. a day, his busi- 
ness consisting in ‘‘rydyny and goyng for 
cartes ’—that is, his occupation consisted in 
engaging carts to carry material. 

Carvers.—Carvers apparently earned 8d. a 
day. (Records of a London City Church, E.E. 
Text Soc., p. 224.) In MS. 464-23 a carver was 
paid 10d. for working for two and a-half days, 
and for his ‘‘ bord” for that time 5d. was paid. 
A little later on a carver is paid for making doors, 
windows and other necessaries. 

Dawbers, Plasterers, Pargetters and Rough- 
casters.—It is probable that the Dawber, Plas- 

“terer and Pargetter all did very much the same 
work in the Middle Ages, the more expert work- 
men among them being probably employed to 
execute the more difficult and elaborate features, 
In MS. 474-12, the names plasterers and par- 
getters appear to be synonymous. We read :— 
“ Ttem the plasterers hathe pargetted the gallery 
within and withoute.” In MS. 477-12 plasterers 
receive 7d. a day ; in MS. 499-19, the pargetters 
are paid at the rate of 6d. a day. 

The following entry from MS. 504-2 shows us 
that the plasterer was at times employed in 
“ lathyng”’ (which we may suppose to have 
been the work of nailing the laths) and in 
“‘ dawbyng ” :—‘‘ Playsterers Workynge in the 
new lathyng, dawbyng and plasteryng ye walles 
of the said stabull, lathyng, dawbyng and plas- 
tering ye new partycion there, as also repayryng 
& newe lathyng & plasteryng of dyvers wales” 
[ walls). 

In another part of this MS. we read of the 
plasterers ‘“‘daubinge and plasteringe with 
morter and here (hair) the walles,” and in 
another part of the book they are paid for 
“ lathyng and davbyng of dyuers selynges *’ and 
“ whiting the walles.”’ 

In MS. 474-13 we read of a chamber being 
“new playstered with whytyng betwene the 
battens.” 

In MS. 489-7 dawbers received 4d. a day; in 
MS. 474-7 they received 6d. In MS. 489-6 we 
find an entry recording the payment of 4d. a 
day to each of two men “ for makyng clay and 
dawbyng the bottre [buttery] flor & in the 
towre.”’ 

Rough Casters.—Rough casters are mentioned 
in MS. 474-12 as, having harled part of a 
building. 

Diggers.—In MS. 477-12 we see that chalk 
diggers received 6d. a day, and in MS. 499-19 
diggers of ston to the lyme kylle”’ are entered 
as receiving 4d. a day. 

Hurdlers.—In MS. 465-20, we see that the 
hurdle makers or hurdlers helped to make 
scaffolds and ladders, and that they also mended 
hand and wheelbarrows. The hurdles were 
really a part of the scaffold, fixed, it is said, 
to prevent the men from falling. ‘“‘ Hurdles 
for the scaffold” and “scaffold hurdles” 
are often mentioned. 

Keeper of the Storehouse.—This official is 
rarely mentioned in medieval accounts. In 
MS. 504-2, however, we find one employed, 
Thomas Button, in 1544, being Keeper’ of the 
Storehouse, at a wage of 5d. a day. Later on, 
Robert Clodder held the post at the same wage 
in Button’s place. 

Lath Cleavers.—Lath cleavers are referred to 
in MS. 544-12. They were paid by the piece 
at 2d. a hundred. 

Limeburners.—Limeburners appear to have 
been paid by the piece at 3}d. a quarter. In 
MS. 504-2, “Richard Louche,” of Butche- 
worth, Heythe, “was paid xxs. for burning 


20 quarters of lime, with the carriage, at 7d- 
the quarter.” Stephen Parrat burned “ clx 
quarters . . . iiii quarters to the c. [cwt.], at 
vs. the o. with the carriage.” 

Mortermen.—The morterman is rarely men- 
tioned by mediaeval builders, and the following 
reference from MS. 504-2 probably refers 
merely to men mixing and carrying mortar to 
masons and bricklayers. In this MS. we see 
that the mortermen were paid 5d. a day; 
their work for this payment is carefully des- 
cribed :— 

“* Mortermen, workinge in carringe of watter 
for to slacke lyme with, and castinge and 
sandinge the saide lyme and in seeftinge the 
saide lyme and sande, together with wateringe, 
workinye and chaffinge the saide lyme and sande 
into morter redey for the briklayers to worke 
with ; and further more in workinge in seeftinge 
and makinge of morter for the breklyers and 
tylers to tyle with; and more in makinge of 
fyne morter for the said masons to sett the 
battelments with.” 

Painters.—Painters are not often mentioned 
in medieval accounts. In MSS. 479-9-11, 
they were paid 8d. a day. 

Pale Cleavers—In MS. 545-29 the pale 
cleavers were paid 7d. a day for cleaving pales 
and rails for a fence. 

Palers.—In MS. 545-29, we read of “ pale- 
cleuers, palers and carpenters.”” The palers 
were paid 7d. a day for “ raylyng and paylyng ” 
a park. In MS. 465-20, they are paid by the 
price at 6d. a ‘ rodde.” 

Paviors.— Pavyours” were paid 6d. to 8d. 
a day (MS. 479-11, 489-7, 504-2). Sometimes, 
however, the pavior worked by the piece 
(MS. 489-10). 

Quarrymen.—‘ Quarreers” were paid 6d. 
a day (MS. 499-19), but labourers at the 
quarry received only 4d. 

Refiners.—‘ Fyners” were those by whom 
the lead was melted and cast into ‘ sowes.” 
Fyners are rarely mentioned, the probability 
being that in almost all cases such work was 
done by the plumbers. In MS. 504-2, two 
“ fyners” were engaged, one, John Kenedey, 
at 10d. a day; the other, William Rabye, 
probably a labourer, at 5d. Both worked for 
nine days and cast in all eight sowes weighing 
“ xxxiic. and xiiiili,” (that is, 32 cwt. and 
14 Ibs.). 

Servitors.—We are not able to explain the 
duties of a “ servitor,” and the mention of 
them in MS. 477—12 is, so far as we are aware, 
a solitary instance of the employment of men 
under such an appellation. We might suppose 
from the name itself that the servitor was a 
labourer, but we may feel sure that they were 
not simply labourers from the fact that the 
labourers employed on the same work at the 
time are entered in the ledger in such numbers 
as to amount to nearly a hundred; whilst the 
servitors were but three in all. Also 
labourers are classed as labourers quite sepa- 
rately to the Servitors. In the ledger in question, 
the servitors are entered as receiving 5d. a day, 
the same wage being paid to the labourers. 

Shinglers.—Shinglers were not often employed. 
In MS. 504-2, they were paid 7d. and 8d. a 
day. The work of the shingler was to lay the 
shingles or wooden tiles as a roofing. 

Slaters.—Slaters are commonly referred to 
in medieval documents as “ sclaters,” though 
the term slater at times occurs. An instance of 
the name of the man being probably derived 
from his occupation (we meet with such instances 
more or less frequéntly in old accounts) is to 
be seen in MS. 488-22, where we read of wages 
being paid “To John Sclater, sclatyng and 
admendyng the rof.”’ 

The wage paid to the medieval slater was 
commonly 6d. a day (MS. 499-19). Sometimes 
the sclater was known as a helyour, that is, 
coverer. The slater used “‘a picke off steele 
to make holes in sclate”’ (MS. 504-2). 
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Smiths.—The smith was not commonly ¢. 
gaged at a daily wage, but in MSS. 483.); 
mention is made of ‘ waiges” paid to smiths 
In MS. 504-2, two smiths were employed at 84, , 
day each “ in taking of mesures and in ge 
attendance tyll the wyndowes myght be mesured 
with mendyng and setting on of lockes,” 

Spoylers.—Spoylers were those by whom 
wood was cut up. They are not very frequently 
mentioned. In MS. 499-19 spoylers are paid 
4d. a day for “‘spowlyng” of wood for the 
lime kiln. In MS. 479-11 we find the phrage 
“ clevyng of wode”’ for the lime kiln. In Ms 
546-5 we read of “ ffellyng and spoyllyng 
tymber.” 

Thatchers.—Thatchers were paid 5d. a day, 
(MS. 476-8). , 

Tilers.—For “ drye leying”’ tiles, tilers were 
paid 8d. the thousand. In MS. 544-12 they 
were paid 7d. a day ; in MS. 504~2, 7d. and 8¢, 
Apparently at times they fitted the laths upon 
which the tiles were laid. In MS. 504-2, we 
read of “‘ Tylers workinge as well vpon the 
newe lathynge and tylinge of the said Kechyn,” 
On the same page we read of the tilers “ vnry- 
pinge, serchinge, lathinge and poyntinge.” 

Wallers.—We meet with this name of wallers 
at times, but it is probable that such an ap. 
pellation was merely a more expressive or local 
term for a mason or bricklayer. In MS. 876-8 
wallers are paid at the rate of 6d. a day and the 
labourers “ for makyng of morter and seruynge 
the said wallers” received 4d. a day each. 
Wallers in MS. 476-8 are paid lls. 8d. “ for 
wallinge of v roydes of walle with stone and 
morter.” 

<> 
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Tue death occurred recently of Mr. Henry 
John Snell, architect, of Plymouth. Upon 
leaving school, Mr. Snell entered, in 1859, 
the office of Messrs. Damant & Reid. After 
a preliminary period of five years, he served 
three as an assistant, and in 1867 set up in 
practice on his own account. Among the more 
notable buildings erected from his designs are 
the South Devon and Cornwall Institution for 
the Blind at Plymouth; the Sailors’ Rests at 
Devonport, Keyham, and Portsmouth; the 
Sailors’ Home at Devonport; ihe Y.M.C.A. 
buildings at Plymouth and St. Austell; the 
Royal Dockyard Orphanage at Devonport; 
the Nurses’ Home at the Royal Albert Hospital, 
Devonport ; Tavistock Urban District Council 
Offices ; the north wing and hospital at Kelly 
College, Tavistock ; Devonport Technical School; 
the Grand Theatre at Plymouth; Plymouth 
Co-operative Society’s ntral Stores and 
offices; the Marine Biological Laboratory 
at Plymouth; Plymouth North-road Railway 
Station; Lloyds Banks at Plymouth and 
Devonport; Barclays Bank at Plymouth; 
the Midland Bank at Plymouth; Regent- 
street Higher Grade School and Hyde Park- 
road School at Plymouth; St. Matthew's 
Church, Stonehouse ; Wesley Chapel, Ebrington- 
street, Plymouth; and the Baptist Church at 
Mutley, Plymouth. 


—————~+>- 


Edgware Widening. 


Church-lane, Edgware, and part of High- 
street are to be widened at a cost of approxi- 
mately £157,746. 


Anglican Memorial in Flanders. 


It is proposed to erect a chapel between the 
port of Ostend and Zeebrugge. This Anglican 
Memorial Chapel is intended to be a conspicuous 
landmark and to be, perhaps, the largest and 
most beautiful chapel in Christendom. The 
western door, of British oak, will give entrance 
on the level to a stately porch, with a wide 
marble staircase leading to the chapel. Pro- 
vision will be made for chapels, where desirable, 
at the entrance to the different salients, for 
which local committees may be formed ; also 
small oratories will be built, at least in the 
larger cemeteries. 
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ARCHITECTS’ AND 
BUILDERS’ INQUIRY 
BUREAU 


#,* We are glad to give questions and answers 
but cannot accept responsibility for contributed 
replies, especially on legal matters. 

May we appeal to our correspondents to 
submit their queries on paper of a size easily 
filed, and written as legibly as possible, or 
better still, in typescript ?—Ep. 








Distemper and Asphalte Mastic. 
[Repty to “ Crry.’’] 

Sm,—Referring to the letter by “ City” in 
your issue for August 29, “City” evidently 
studies price not quality. Either a poor quality 
of mastic was used or too much flux was added 
(to make it easily worked), and the result was 
therefore so soft that the drip caused the 
“blisters.” Such weak alkali (or acid) as would 
be in distemper could not affect the surface of 
a good roofing asphalte mastic, properly laid. 

London. H. Darke. 





Mortar Pans. 

Sm,—Whilst on holiday in Wales I noticed 
arather smaller type of pan being used than is 
generally employed in this locality for mortar 
making, and believe it to be known as a “ loam 
mill.” It has one cogged and one plain runner 
and a self-delivering door in the side of the pan. 
This seemed to me to be an advantage over the 
usual type of mill with plain runners and the 
emptying done by shovel from the pan. Have 
yeur readers any experience with the type of 
mill described, and could they put me in touch 
with the makers ? “* HAMPSHIRE.” 





Elm Boarding. 
[Repty To “ BurLpeEr.”’] 

Sir,—Elm boarding, particularly if cleft and 
not sawn, will quickly assume the natural toned 
surface which your correspondent seems to be 
impatient for, and no artificial means can better 
the resulting effect. The lime treatment which 
was described in a recent letter in this column in 
connection with oak timbering is probably the 
least offensive of these artifical means that 
could equally be applied to elm weather boarding. 

“* NATURE.” 





Efflorescence on Brickwork. 

Sir,—Can you recommend any treatment for 
the efflorescence on brickwork ? My house was 
built last year and was stopped by frost, and the 
wet was something awful. The walls are 11 in. 
Ravenhead lustre bricks and there is a distinct 
line where the job was stopped, above which 
there is no sign of the trouble. Would acetic 
acid remove it? I should be much obliged if 
you could give me any advice. 

H. C. Ricnarpson (A.R.L.B.A.). 





Concrete Blocks v. Brickwork. 


Siz,—We find great differences of opinion 
among builders regarding the comparative cost 
of constructing houses in these materials. 
Generally speaking, concrete block cavity walls 
seem cheaper than brick walls in the country. 
But in London, where 9 in. solid walls are usually 
found satisfactory, the concrete blocks seem 
cut of favour with builders and appear to save 
very little in cost. The experiences of other 

ndon surveyors and builders, with actual 
figures, i{ possible, would be very interesting. 

“* SURVEYORS.” 





Right of Light. 

Sm,—Can any reader inform me of any recog- 
nised method of valuing the loss of light occa- 
sioned by the erection of a building obstructing 
the natural light of existing premises? Are 
there any standard works on this subject ? 

“* SURVEYOR.” 
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Rot in Woodwork. 
[Repty To Mr. J. J. JONES. } 

Sm,—Once dry rot appears in woodwork 
there is no known method of checking the 
spreading thereof, other than by cutting out 
every part affected, and treating the surround- 
ings with preventative measures, before renewing 
the woodwork. The parts cut out should be 
burnt, together with any soil under the floor 
where this trouble generally occurs, and the 
surrounding brickwork and timber should be 
coated with boiling tar or a cold solution 
of corrosive sublimate. The subject is dealt 
with exhaustively in a paper issued by the Royal 
Institute of British Architects. wa ha 





Cement Wash. 
[Repty to “ G.O.M.”] 

Srr,—An excellent wash for cement is made 
by mixing best quality Portland cement with a 
little plaster of Paris, say, one-tenth part, and 
about the same quantity of a high-grade glue. 
The Portland cement and plaster should be 
thoroughly mixed to the constituency of thin 
cream in a tub or other suitable vessel and the 
glue, melted separately, should be stirred 
together with a very little alum which will 
solidify the glue 

Any earth colours which will withstand an 
alkaline action can be added, such as yellow and 
red ochres, Indian red and black; a very large 
number of pleasing buffs, creams, and light reds 
may be obtained. 

Before the wash is applied the surface should 
be thoroughly cleaned down and soft wire 
brushes will be found of service in removing 
loose parts. It is exceedingly important that 
the Portland cement should have plenty of 
water to enable it to set hard, hence it is ad- 
visable to wet the surface before the wash is 
applied, which might be done with a hose or 
brushes. The work must not be done in the sun 
as the moisture would evaporate before the 
cement had time to set. 

It is advisable to strain the wash before putting 
it on. Artuur 8. JENNINGS. 





External Oak. 
S1r,—What is the best preservative in London? 
I want something transparent and practically 
invisible. “F. 8. A.” 





A Legal Question. 
[RepLty TO INQUIRER.] 

Smr,—The proposals of your correspondent 
should be submitted afresh to the local authori- 
ties, whose professional advisers will examine 
them on their merits. The flat having been 
condemned unless certain steps are taken, 
cannot be re-let for human occupation until 
those steps have been taken, or the authorities 
have been satisfied that other equally sound 
measures have been tried. It would render 
the offender liable to very severe penalties if 
this is not done. oe es 





Rust on Bricks. 

Srr,—As a regular reader of your excellent 
journal, may I make a small inquiry? I am 
erecting a house faced with Crowborough bricks 
and find that many of them are issuing what 
appears to be a kind of brown rust residue. It 
is visible both when laid (in lime mortar) and 
when stacked in bolts on the ground. In my 
opinion it is due to excess of rain or moisture. 
I should be very much obliged if you or one of 
your readers could give me a satisfactory ex- 
planation of this, and will this so-called rust 
wear out or recede in time ? Does any reader 
know the analysis of an average Crowborough 
facing brick ? “* PARKSIDE.” 





Boundary Walls. 
[Rerty to “ Bounpary WALLs.”] 
Smr,—The deed plans of the dwelling houses 
should make it clear to whom the wall referred 
to belongs—probably to the owner of the dwell- 
jng houses—in which case the maintenance of 
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the wall is his responsibility, unless neglect 
can be proved against the local authority in 
the disposal of surface water that may be 
damaging it. If the street was raised to the 
position shown after the erection of the wall, 
then there would be a just case for a claim 
upon the local authorities, or whoever is re- 
sponsible for the upkeep of the street. If, on the 
other hand, the wall was built after the street, 
then the onus of constructing it in a manner 
that would withstand the reasonable wear and 
tear of its position rests with the owner. Damage 
by individuals is also for the owner to guard 
against, or take action against the individual 
concerned, The reversal of the levels does not 
appear to alter the case. 

As regards sketch 2, it is a little difficult to 
advise without having seen the site, but for 
such a small job it would appear advisable to 
carry it out in brickwork—say, six rings of blue 
brick in cement, the abutments being cut away 
and rebuilt as far as necessary. In this way the 
outline of the old arch might be continued, and 
incorporated therewith, while an _ entirely 
different system might lead to a settlement in the 


road surface owing to differences in vibration. 
“ee z.. » gs 





Smr,—The first thing to decide, in this case, 
is the ownership of the wall. The deed should 
be inspected, and if a plan is given, it might 
decide the point at once; otherwise, the 
extremities of the wall in question should be 
examined, which should reveal evidence of 
ownership. If the wall is wholly on querist’s 
ground, he would be liable to repair; but if 
it should prove to be a party fence wall, the 
expense of repair would be shared by the 
parties interested. It would be a help to know 
who originally constructed the wall. 

A. Sours. 





Laying of Bricks. 
(Rerty to Mr. W. F. KENNELLY.) 

Sm,—In referring to cavity walls, I had in 
mind what I consider the only genuine walls 
of this description, viz., those with a continuous 
cavity. These may be said to consist of two 
shells, one presented to the weather, and there- 
fore liable to be damp, and the other within it, 
but with a minimum of specially designed 
connecting ties, to be kept bone dry. It is on 
the dry shell that the floor timbers at least 
should rest, if the danger of rot is to be avoided, 
so that it is the inner shell that supports the 
greater part of the weight of the superstructure, 

Any system that interrupts the continuous 
cavity, either with piers or with through webs 
in the individual blocks, I do not consider 
as either effective or genuine cavity work, as 
the cavity becomes merely a means of saving 
material, rather than as a weather protector. 

In any case, the wall referred to showed a 
continuous cavity in which it would be difficult 
to support the floor timbers on anything but 
the inner shell without a big outlay in the way 
of leadwork which would cancel the saving that 
was aimed at. “* TRADITION.” 





Composition Floors. 
[Rerty to “ Kers.”) 

Smr,—The floor referred to needs re-surfacing, 
and the layers thereof should be consulted in 
the matter. Once the hard outer surface of 
these floors is gone, there is really little or no 
wear left in them. The probability is that in 
cleaning the floors a lot of water has been used— 
a practice against which most makers give 
warning. Water rots the sawdust, and the 
floor crumbles. 

Given a good make of floor, and a liberal use 
of good wax polish, the composition floor of 


to-day should have a long life. 
“* PavIOR.” 





Clay for Bricks. 
Smr,—Could you tell me where I could get 


clay tested for brick-making ? 
THos, GERMAN. 








‘K THE BUILDER %& 


[SEPTEMBER 19 1924. 


THE BUILDING TRADE 


THE LAW RELATING TO BUILDING 


By W. T. CRESWELL, 


Lic.R.1.B.A., 


F.R.San.Inst. (Barrister-at-Law). 





XIII.—VARIATIONS.—EXTRAS.—OMISSIONS.—DELAY IN COMPLETION. 


Very few works of any magnitude are car- 
ried to completion, in actual practice, without 
some deviation from the original plans and 
specification. Such variations usually include 
extras and omissions, and lead to questions of 
extra remuneration and extension of the con- 
tract period. Settlement is usually left to the 
final account, when, of course, the employer 
is inclined to concentrate on the contractor's 
charges for extra works, and the contractor 
on his loss of profit due to omissions. The 
office of the architect and surveyor is to see 
a fair and just finish. 


Schedule of Prices. 


The contract may state that all extra works 
are to be priced on the schedule of prices or 
ai prices *‘ analogous thereto,’ the latter to Le 
decided by the architect or surveyor, who must 
consider fairly any arguments put forward by 
the contractor, make his decision, and certify 
accordingly. 

Or, it may be left to the architect to fix a 
price on current rates—and in any case these 
must be reasonable and fair. 


Contractor's Obligation or claim to Perform 
Extras. 


In any case, a contractor is not entitled to 
refuse to perform extra works which are 
essential to the satisfactory completion of the 
work. But it is very usual to forestall any 
difficulty in this direction by defining in the 
contract the percentage and individual magni- 
tude of extras and of omissions which can be 
ordered under the conditions of the contract, 
and beyond which limits, novation, or a new 
contract, must eventuate. This is to protect 
the contractor from being called upon to do a 
large amount of extra work at a loss; or of 
forfeiting an undue proportion of lucrative 
profits by omissions. Even an express stipula- 
tion for unlimited variations cannot operate 
oppressively ad infinitum. 

On the other hand, there is no obligation on 
the part of the employer, unless so stipulated, 
to employ the general contractor to do extra 
works ; though the latter can object to another 
being employed on the job, during the term of 
his own contract including the maintenance 
period, unless the employer has expressly re- 
served to himself the right to do so. 


Written Instructions for Extra Work. 


It is usually a condition that no work will 
be paid for as an extra except under the 
written order of the architect. 

It would be well if, in every case of devia- 
tion or variation, a written order were first 
given by the architect, stating definitely if the 
work is extra to the contract. In thie way 
the employer's interests are protected, and the 
contractor is not misled. 

Where the written instruction of any agent 
is a condition precedent to payment, the extras 
so ordered must be within the scope of that 
agent's authority. See Forman v. The 
*“* Liddesdale '' (1900) 69 L.J. P.C. 44. 

Also the authority of the agent must be 
shown by the contractor seeking to recover re- 
muneration therefor. See R. v. Peto (1826) 
1 Y. & J. 37. 

In the absence of such a etipulation, any 
substantial departure from the original plans 
and specification is a fertile cause of difficulty 
and dispute; and it would be better, in such 
an event, for all parties, that an entirely new 
contract be entered into. However, each 
party must then carefully watch his own 
interests, so that the new contract does not 


set aside his rights under the old, in any 
material point. 

An employer is not liable for deviations in- 
volving extra work or cost, if undertaken on 
the contractor's own initiative. He may, how- 
ever, become liable by ratifying such a devia- 
tion subsequently; but the mere taking and 
retaining possession of it does not render him 
liable to pay for it. Because, obviously, he 
cannot, alternatively, as in the case of a 
movable article, return any structure affixed 
to the freehold. 

In a case where the contract made the 
written order of the architect a condition pre- 
cedent to the payment for extra works, and 
where during constraction, the employer had 
insisted on certain works being carried out, 
alleging that they were included in the con- 
tract, whilst the contractor maintained, whilst 
carrying them out, that they were extras and 
chargeable as such, and where no written order 
was given by the architect it was held that 
the arbitrator was justified in inferring an 
implied agreement by the employer to pay 
for these works as extras should he (the arbi- 
trator) decide they were not included in the 
contract. See Molloy v. Liebe (1910) 102 
L.T. 616 P.C. 


Plant and Materials. 


In general, if certain extras are found neces- 
sary for the satisfactory execution of the work 
contracted for in a lump sum, the contractor 
must perform them, and he cannot claim re- 
muneration for the extra plant or materials. 
See Thorn v. London Corporation (1876) 
1 A.C. 120. 


Substitution of an Architect or Surveyor. 


If, for any reason, an architect's connection 
with a job igs severed, his successor accepts 
and is endowed with the full scope of responsi- 
bility and authority allotted to the original 
architect under the contract. 

He cannot interfere with certificates or in- 
structions already issued by his predecessor, 
but has full powers relating to subsequent 
certificates and the final settlement. 

Also, if dispute arises between the two archi- 
tects at the time of handing over, it would be 
for an agreed arbitrator to give a decision 
therein. 


Statute of Frauds and Variations. 


When a contract is in any category which 
the Statute of Frauds demands to be in 
writing, any variation must also be in writing ; 
but similarly in any contract not so governed, 
variations may be carried out on verbal in- 
structions. 


Day Sheets and Extras. 


In Myers v. Sarl (1860) 30 L.J. Q.B. 9, it 
was held that it is a usage of the building 
trade to charge these in a separate account, 
where they are capable of being measured. 

In all the eventualities and similar disputes, 
an arbitrator or a jury would always consider 
the proportionate magnitude of any work dis- 
puted as an extra to the whole work. And 
it is clear that carefully prepared provisions 
and stipulations at the outset, followed by 
skilful and fair pricing, item by item, is the 
course most likely to reduce disputes to a 
minimum, and also to give least cause for 
anxiety to the contractor. 


Date for Final Completion. 


A date is usually fixed for final completion 
of the contractor's work, and he is entitled 
to the last hour of that day. 

If no date is fixed, he must complete in a 


reasonable time, and be able to show that he 
has used care and diligence, and such plant 
tools, etc., as are usual in similar under. 
takings. 

Delay in Completion. 

The condition as to the date of completion, 
with benefits or penalties agreed upon, may 
be waived either expressly or impliedly by, 
or by the conduct of, the party entitled to jp. 
sist on the condition; and a court of equity 
will give relief to the other party on equitable 
terms. The old rule that time is of the essence 
of the contract has been superseded, excepting 
only where the parties have definitely agreed 
that time shall be of the essence of their par. 
ticular contract, and where no other conditions 
of the contract obviously render such a con. 
dition ineffective. For example, where thers 
is also a clause providing for fines in the event 
of delay, or for extra works on which exten. 
sion of time would be claimable. Because it 
then becomes evident that it is not imperative 
that the work be completed at the date fixed. 
A contract to erect a stand to view a proces. 
sion on a particular date would obviously make 
time of the essence of such a contract; because 
the stand would be of no value after the pro 
cession had taken place. Also, time may be 
of the essence of a contract when the lease is 
subject to forfeiture if a building is not finished 
punctually. 

Bad Weather. 

Climatic conditions such as could reasonably 
have been foreseen and provided against 
cannot be set up as a defence for delay. If, 
however, such unforeseen circumstances as 
damage by lightning or flood occur, then the 
contractor must show that he exercised due 
diligence in minimising the delay resulting 
therefrom. Provision is usually made for ex- 
tension of time at the discretion of the archi- 
tect in these events. 

Otherwise, the principle holds that any party 
must perform any duty contracted for; snd 
any party is liable for damages accruing to 
the other party by reason of his dilatoriness. 


Time is not Essential where Provision is made 
for Delay. 

It is to be noted that time ceases to be of 
the essence of the contract when there are 
provisions for penalties, or liquidated damages 
for delay, or for extra works, etc., unless this 
is overruled by an express condition that they 
shall not affect the stipulated date of com- 
pletion. 





—_— << 
—— 


Town-Planning Institute. 


The sixth annual country meeting of the 
Town-Planning Institute will take place at Leeds 
from October 9 to 12. 

The following programme has been arranged: 
October 9: Delegates arrive. October 10: 
Morning—Reception at the Council Chamber ; 
The President, Mr. W. T. Lancashire, will give 
an address on the town-planning schemes of the 
Leeds Corporation, followed by Mr. R. 4 
Mattocks, who will give an address on the w 
of the joint town-planning committee. After- 
noon—Visit to Middleton Housing Estate, Ring: 
road at Middleton, New-road between Elland: 
road and Gelderd-road, Ring-road from White 
hall-road to Swinnow-lane, Wyther Housing 
Estate, Kirkstall Abbey and Abbey. 
widening. Evening—Reception at the = 
Gallery. October 11.—Morning—Visit to _—_ . 
Newsam, then proceeding to Roundhay Park; 
after lunch proceed along the Ring-road from 
Park-lane to Shadwell-lane, Ring-road = 
Harrogate-road to King-lane, through the 
Meanwood Housing Estate to Grove 
widening, and then via Weetwood-lane to — 1 
Hollies,” afterwards proceeding by Weet™ a 
lane to the Ring-road leading to Otley-To® 
October 12: A motor char-a-bare trip ' 
Bolton Abbey. October 13: Delegates return. 
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GARDEN CITIES 


Tue Garden Cities and Town-Flanning Asee- 
ciation Sometime since presented a memoran- 
dum on “ Garden Cities and National Housing 
Policy ’’ to the Minister of Health. 

The memorandum states that the definition 
of the term garden city which has been adopted 
by the Association is: “‘A garden city is a 
town designed for healthy living and industry ; 
of a size that makes possible a full measure of 
social life, but not larger; surrounded by a 
rural belt ; the whole of the land being in public 
ownership, or held in trust for the community.” 
A garden city, therefore, is a self-contained town 
which has: A town centre; an industrial 
area; residential areas; a limited size; a 
permament belt of agricultural land. It was 
an essential element in the financial basis of a 
garden city that the land should be in pyblic 
ownership or held in trust for the community. 
The control of land values which this form of 
ownership gave afforded the superior economic 
advantage of the garden city to that of all other 
towns. 

The creation and development of garden 
cities is required, the memorandum states, to 


overcome the scarcity of houses; supply better 
equipped sites for industry, and provide im- 
proved factory conditions; relieve the traftic 
difficulties of London and other large centres ; 
avoid waste of time and money due to long 


journeys to and from work; bring agriculture 
and town development into closer relation ; 
and, incidentally, to provide employment. 
The sites for garden cities could be found in 
rural districts at clear distances from large 
towns; in existing small urban districts and in 
areas where there is substantial new industrial 
development (e.g., East Kent). In some cases 
purely residential garden cities are required. 

The existing legislative provisions for the 
establishment of garden cities have been em- 
bodied in two recent Acts of Parliament; 
but it is remarked that comparatively little 
general use has been made of them. “If the 
policy of establishing garden cities is to be 
carried out on a considerable scale, with very 
little further legislation, more active adminis- 
tration and the recognition of the princip!e of 
garden cities should form a part of the Govern- 
ment policy.” 

Three definite proposals to this end are put 
forward. With regard to the initiation and 
management of garden city schemes, it cannot 
be expected that, except under special condi- 
tions, or in isolated cases, further schemes 
will be started (at any rate, without considerable 
assistance from the Government) by small local 
authorities or by companies with a limited 
dividend, such as those responsible for the 
Letchworth and Welwyn schemes. The first 
requirement, therefore, for securing greater 
progress in the development of garden cities 
is the establishment of some central body 
charged with the specific duty of securing the 
establishment of garden cities. It is considered 
impertant, however, that the body should be 
directed by a board or committee, partly con- 
sisting of representatives of the Ministries of 
Health, Transport, Labour, and Agriculture. 
Conceivably, the central body might be a 
statutory corporation not trading for profit. 
The management of each garden city scheme, 
when initiated, would be vested in the local body 
Selecte for the purpose. 

t is considered possible that a certain en- 


largem« at of powers of compulsory purchase of 
land ity be necessary, and a Bill providing for 
this |... been drafted by the Association. A 
consi rable amount of capital is required for 
the i) :iation and development of a scheme, 
but i* is pointed out that the experience at 
Letc! -orth shows that the capital so invested 
IS q secure. Use of the Trade Facilities 
Act | :ecommended, not merely for assisting 
in t! sing of capital for the schemes, but also 
toe © manufacturers to move from congested 
area the new centres. 

It .ducements are to be made for industry 
to m \« from the congested areas, the industries 
mus assured of housing accommodation for 


thei kers. 
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In conclusion, the Garden Cities and Town- 
Planning Association, for the reasons mentioncd, 
urge upon Parliament the desirability of the 
establishment of garden cities as a permanent 
means of dealing with the congestion in large 
towns and the resulting unhealthy housing 
conditions and obstacles to the efficient and 
healthy conduct of industry. They suggest 
the immediate setting up of a departmental 
committee for the purpose of advising the 
Government on the methcds by which tke 
policy can be carried into effect in the most 
expeditious and satisfactory manner. Such a 
committee would consider the nature of the 
central committee to be set up, the kind of 
organisation which would be required, the metkcd 
of finance, and the provision of technical advice. 
It is believed that the policy enunciated will 
meet with support from the three great political 
parties of the State and is pre-eminently cne 
which at the present juncture could be carried 
into effect with the goodwill of all sections of 
the community. 


<i 


WOMEN’S INTERNATIONAL 
HOUSING CONGRESS 


THE Women’s International Housing Congress 
was held at Caxton Hall recently, when dele- 
gates from many countries, including America, 
Austria, Czechoslovakia, Denmark, Germany, 
Great Britain, Sweden, and the British Overseas 
Dominions were present.. 

The chair was taken at the opening meeting 
by the President, the Marchioness of Aberdeen 
and Temair, who said she had had ample oppor- 
tunity of hearing the bitter cry that was going 
up from women of all civilised countries as to 
the inadequacy of housing accommodation, and 
the consequent suffering and diseases and 
wastage of physical, moral, and spiritual life 
thereby entailed. The object of the Conference 
was to awaken generally their responsibility 
and power to make both municiral and national 
authorities feel that such a state of things could 
no longer be tolerated. 

A discussion on “ The Duty of the State and 
Local Authorities in regard to Housing and 
Town Planning Legislation and Administration ” 
was opened by Mrs. Porter, during which Miss 
Alison Garland spoke of the shortage of skilled 
labour and the difficulty of obtaining men to 
build houses. She remarked, “If you clothe 
me suitably I will undertake to learn bricklaying 
in four months.” 

The afternoon sitting was presided over by 
Mrs. George Cadbury, when “The Standards 
of Design and Lay-out of new Housing Schemes ” 
was the subject for discussion. The chairman 
said it would be a pity if anything were done to 
hinder private enterprise. A village which 
took from fifty to two hundred years to develop 
was the ideal to aim at. Housing committees 
should try to visualise the village as it would 
appear when completed. The case for regional 
planning was overwhelming. Speaking of 
Bournville, there were various undertakings, 
separate and distinct, but all conforming to 
a general scheme. It was a pioneer scheme, 
which had helped to raise the standard all over 
the country ; even in the smallest houses tath- 
rooms were provided. One of the public utility 
societies now at work was building by direct 
labour and sold its houses on a deferred payment 
system, and about 180 houses had been erected 
in that way. They had always stood for a 
sufficient number of bedrooms, although at the 
present time they were building twelve two- 
rocmed houses for young married couples, and 
two-roomed bungalows for single women. Half 
the houses on the estate were built to let. 

To ensure the maximum of light and air, 
Mrs. Aldridge suggested a system of windows 
which would slide into a cavity in the wall. 
She urged that as an amendment to the present 
Housing Bill the number of houses to the acre 
be included, to prevent slipping back to the old 
state of things. 

Mrs. J. R. Clynes said Oldham had the most 
smoke-laden atmosphere of any town. She 
referred to the overcrowding everywhere, and 
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especially to one parish in Paddington, where 
2,500 people lived in 140 houses, and in many 
cases ten to twelve in two rooms. 

A resolution was passed to the effect that the 
Congress was emphatically of opinion that it 
was desirable prayision should be made in the 
Housing Bill for limiting the number of houses 
per acre to twelve in urban housing schemes, 
to eight in rural housing schemes, and four 
where there was no water supply or drainage 
system. It further desired to protest against 
the limitations of the maximum measurement 
prescribed under the financial resolution on the 
Housing Bill to 950 super ft. for the building of 
2,500,000 houses providing homes for 12,500,000 
people, and urged all Members of Parliament, 
irrespective of party, to secure amendment of 
that provision, leaving to the local authorities 
the task of determining what standards could 
best be adopted for their areas. 

“The Establishment of Garden Cities and 
Satellite Towns” was discussed. In the 
opinion of Lady Emmott, the chairman of this 
meeting, the importance of extending the garden 
city movement was shown by the decrease in 
the death rate owing to the improved surround- 
ings of the children. Delegates from Russia, 
Sweden and Berlin told of garden cities which 
were springing up in their own countries, and 
of encouragement given to the movement by 
their respective governments. 

Later in the day Mrs. Fairfield said that the 
Southgate Urban District Council had supplied 
materials and houses had been built by “ semi- 
direct labour.”” The cost of a house with three 
bedrooms, living-room, and sitting-room, includ- 
ing cost of land and drainage, was £550. 

A resolution, which welcomed the achieve- 
ment of the Ministry of Health in laying a 
housing scheme before the country, and urged 
members of all parties to support the Bill and 
any amendments that might be introduced 
to secure the highest possible standard of 
sanitation, convenience and beauty in the 
homes of the nation, was carried. 

“The Work of Trained Women in the sphere 
of House Property Management ”’ occupied the 
Congress on Friday morning. Mrs. W. A. 
Holman (N.S. Wales), who was in the chair, 
said she was tired of hearing the remark that 
such and such a job was not suitable for a 
woman. The whole point was, was the woman 
trained for the particular job? They had 
reached a stage, fortunately, where training 
could be obtained in any particular subject, 
and property management afforded a fine scope 
for women. 

At the concluding meeting, Mrs. H. R. Aldridge 
said it had been decided to ask local authorities 
in every town and district to set up special 
committees with the aim of creating the 
requisite number of skilled apprentices in 
training, and to bring the number of workers 
in the industry up to the proper level. 


tie 
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Prices of Building Materials. 


Sir Halford Mackinder, Chairman of the Inter- 
Departmental Committee appointed to survey 
the prices of building materials, in a report 
for the months of July and August to the Minister 
of Health and the President of the Board of 
Trade, issued as a White Paper, states that 
among the changes between June and July in 
eight districts an advance in the price of common 
bricks was reported ranging from 2s. 6d. to 5s. 
per 1,000. There was also a general reaction 
in the price of Jead, which increased by amounts 
varying between £1 and £2 per ton. As regards 
changes between July and August, in most 
districts the increase in the price of lead con- 
tinued, but otherwise there was no general 
change to which attention need be drawn. 


Takoradi Harbour. 


The tender of Sir Robert McAlpine & Sons, 
50, Pall-mall, has been accepted by the Colonia! 
Office for constructing Takoradi Harbour on 
the West Coast of Africa, The value of the 
contract is stated to be approximately £1,700,000 
The total cost of the entire scheme will be 


about £2,500,000. 
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NEW INVENTIONS 


The Economical Use of Bricks. 


OnE among the many problems standing in 
the way of the building of houses is the shortage 
of bricks. One way out of the difficulty is 
to avoid the use of bricks in the construction of 
walls, and many ways of doing this are on 
trial, but it is evident that although alternative 
methods of construction will be used, large 
numbers of houses will be built of brick, and 
therefore any method of economising their 
use is of importance. 

In modern cottages the hollow wall method 
of construction has been universally adopted. 
The “ pier” system of construction, for which 
the Beaverhall Colour Co., Edinburgh, holds 
the patent, claims to obtain the advantages of 
the hollow wall with a saving of 40 per cent. 
of the bricks and cheaper and stronger con- 
struction. In place of the usual hollow wall a 
single 44 in. wall is built with piers at intervals 
of two brick lengths. In this method of con- 
struction no novelty is claimed. It is in the 
isolation from damp of the inner wall, which 
may consist of breeze slabs or any cheap and 
convenient lining material, that novelty is 
claimed. 

At intervals in the building of the pier, in 
place of a half brick, a brick about an inch 
longer is introduced, made of breeze and 
cement and dipped in boiling tar. To the faces 
of these bricks the inner lining is attached by 
spikes or nails, thus completely insulating it 
from damp coming through the brick piers. 
The arrangement of two brick lengths between 
each pier gives a good bond, and the stretchers 
can be run the whole length of the wall as in 
the ordinary bond. 

The wall only requires to be plumbed on the 
outside, care being taken to measure the 
distance from the outer face of the wall to the 
inner face of the breeze wherever a tar brick 
is inserted. A floor plate laid along the piers 
carries the floor joists, and should be laid on 
the breeze Liick so as to ensure insulation 


‘SX THE BUILDER ® 


from damp. When cheapness of construction 
is required the space occupied by doors and 
windows should be in units of the pier con- 
struction. One advantage of the method is 
that it enables a variety of inner lining to be 
used, thus doing away with the necessity for 
plastering if a panel system of inner wall slabs 
is preferred, 


Burglar Alarm. 


The British ‘“‘ Burglarm™” Bell Knob Co. 
of Skinnergate, Darlington, has placed upon the 
market a line of door furniture for the pre- 
vention of trespass. The chief points of 
advantage claimed by the “ Burglarm ” patents 
are :-— 


(1) The bell push is contained in the door 
knob; (2) using of letter box automatically 
rings the bell—no more delayed letters and 
papers ; (3) turning of knob right or left gives 
warning of attempted entrance—this latter 
control can be switched on or off from inside 
door. 

This new door furniture is in much demand 
for new houses, and the fact that it is simple 
and easy to fix to existing bell wires lends 
support to the claims of the patentee (Mr. A. E. 
Oates, of Darlington), for its widespread use 
for banks, offices, stores, hotels, &c. 


Wood working Machinery. 


We have received from Messrs. A. Ransome 
& Co., particulars of a new registering and copy- 
ing device for mortising and boring. It can be 
attached to any mortising and boring machine, 
which obviates the old method of setting out the 
mortises and holes on each individual piece of 
work. The device consists of a horizontal rod 
carrying two or more holders fitted with the 
registering pointers which can be instantly turned 
up out of the way when required. These are 
adjustable into any required position. The 
horizontal rod is kept in position by a spring in 
a vertical post which is adjustable in a socket on 
the end of a rod held in a lug screwed to the side 
of the machine or any other convenient position. 








New Method of Wall Construction. 
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It effects, it is claimed, a considerable saviny of 
time and cost with the added advantave of 
accurate production. It is used in conjunction 
with master templates on which the positions 
for the required mortises and holes are marked, 
It will be seen that by the use of this devi:e the 
only requirement is a master template from 
which copying to any extent can be dons 
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THE HOUSES OF 
WORKERS 


THE 





THE aim of this book is to present facts. Its 
author was for nearly two years on the Hi using 
Commissioner’s staff at Birmingham, and the 
justifiable assumption is made that the five 
counties of which Birmingham was the adminis. 
trative centre can illustrate every phase of the 
housing problem. It is certainly true that if a 
solution could be found for these five counties, 
the solution for the remainder of the country 
would be at hand. The author reviews the 
position as it was in 1919, and discusses how far 
the Housing Act of that year and subsequent 
Acts have helped to ease the shortage, and 
examines how much now remains to be done: 
But we are not only presented with facts, and 
some of the inferences drawn are anything but 
indisputable. For example, on page 121 we 
read :—‘‘ The Ministry seems, in 1919, to have 
possessed ideals, but little business ability or 
practical experience in building. The builders 
generally seem to have possessed few ideals, but 
plenty of business ability and experience. The 
result was that, at the end of the first year, the 
Ministry could not show that they had ‘ delivered 
the goods.’” Is it suggested that “ the goods ” 
might have been delivered if the Ministry had 
possessed no ideals? The one serious blemish 
in this book is the omission of any insistence on 
ideals or architectural standard. It has been 
said that where there is no standard there is no 
housing problem. Standard does not, however, 
consist only of converting privies or even of <lis- 
continuing the erection of back extensions. It 
demands the co-operation of business and 
idealism ; it means that the attributes of the 
two must be found in everyone conceined with 
housing. Merely to abolish materia] evils and 
to substitute machine-made stuff that is free 
from those evils is not enough. Every privy and 
condemned house might be abolished and terraces 
of “up-to-date” houses might be substituted 
without making our towns fit for the habitation of 
intelligent beings. The author is evidently highly 
suspicious of idealism and refers to “‘ the unhappy 
results produced (in the Government scheme) by 
trying to run idealists and ‘business men’ in 
double harness—the former in blinkers and the 
latter without.” One hardly likes to contem- 
plate what the Addison scheme would have been 
like if it had been carried out entirely by those 
without blinkers. The only real merit that is 
now generally attributed to those 176,000 houses 
is that they introduced a new ideal. Their value 
is bound up and practically limited by that; 
the actual accommodation provided being very 
small in comparison to the need. We agree with 
the accusation in chapter XX to the effect that 
the only department of the work in connection 
with the Addison scheme over which the 
Ministry exercised no supervision whatever has 
been the management of the houses after they 
were built, but it is not even now too late for 
local authorities to interest themselves in this 
important duty. Mr. J. A. Rosevear contributes 
a valuable chapter on the recent position, and 
the conclusion tabulates some “ Don'ts” for 
local authorities which might well have included 
a warning against the disfigurement resulting 
from building houses to the designs of the sani- 
tary inspector or the office boy. The work 
concludes with three appendices and & 
bibliography. 
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** The Howes of the Workers.” By A. >iyle 
Edited by John A. Rosevear, F.S.1., who has tris 
buted Chapter XIX. (TI. Fisher Unwin, Ltd.). "0 
12s, 6d. net. 
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THE FACTORIES BILL 


Tae Factories Bill is a very comprehensive 
measure containing 143 clauses and _ four 
schedules; it repeals the Factories and Work- 
shops Act, 1901, and other Acts relating to 
factories and workshops and employment, 
and, therefore, is a consolidating Bill. We 
believe the late Government had in preparation 
s Bill dealing with this subject, but we cannot 
say how much of the Bill introduced is the 
work of the present Government, or what 

rtions have simply been adapted from any 
work left by their predecessors. 

The Bill deals in Part I with Health, in Part IT 
with Safety, in Part IIT with Welfare. Part IV 
contains special provisions relating to all the 
three above headings; Part V deals with the 
Notification and Investigation of Accidents 
and Industrial Diseases; Part VI with the 
Employment of Women, Young Persons and 
Children; Part VII with special applications 
and extensions ; Part VIII with Home Work; 
Part [IX with Piece-work and Wages; Part X, 
Miscellaneous; Part XI, Administration; Part 
XII, Penalties and Legal proceedings; Part XIII, 
Interpretations ; and Part XIV, Supplementary. 
In Bills of this description, which are amending, 
as well as consolidating Bills, it is a great con- 
venience when a marginal reference is given to 
matter contained in existing statutes, as by that 
means the new can be distinguished from the 
old legislation, but the Bill before us gives no 
such assistance, and as it repeals many Acts 
and amends others (13 statutes are contained 
in the Third Schedule as thus affected), it would 
be difficult without exhaustive research to 
determine precisely what are the new provisions 
contained in the Bill. We are confining our- 
selves therefore to a brief notice of the Bill. 
Clause 1 provides, “‘ Except where the contrary 
intention appears, the provisions of this Act 
shall apply to all factories, as defined by this 
Act,” and considering the meticulous and 
paternal legislation contained in this Bill, 
either reproduced from other Acts, or introduced 
into the Bill, it would appear very important 
that a precise definition should be given of what 
isa “factory. We, therefore, turn to clause 136, 
Part XIII, “‘ Interpretations,” to ascertain what 
isa “ factory.” 

So far as we can see, the distinction contained 
in the Act of 1901 between “textile” and 
“non-textile’’ factories has been abolished, 
for the old definition commenced by defining 
“textile” and “‘non-textile” factories, and then 
provided that the word “factory” should 
include either of those descriptions of factories. 
The definition in this Bill commences with what 
was one only of the paragraphs which formed 
part of the definition of a non-textile factory 
in section 149, sub-section (1) (c) of the Act of 
1901, slightly amended. It provides, ‘ Subject 
to the provisions of this section, the expression 
‘factory’ includes any premises or place where- 
in, or within the close or curtilage or precincts 
of which, any person is employed in manual 
labour by way of trade, or for purposes of gain, 
or incidental to, any of the following purposes : 
namely, (1) the making of any article, or 
of part of any article; (2) the altering, 
repairing, ornamenting, finishing, cleaning or 
washing, or the breaking up or demolition 
of any article; or (3) the adapting for sale 
of any article; ard to or over which pre- 
mises or place the employer of the persons 
employed therein has the right of access or 
control.” In the Act of 1901, this paragraph 
telated only to premises wherein, or within the 
close or curtilage or precincts of which, steam, 
Water or other mechanical power was used in 
aid of the manufacturing process carried on 
there. The Bill then provides that “the ex- 
Pression ‘factory’ also includes (without 
Prejudice to the generality of the foregoing 
definition), under eight headings, certain pre- 
my on which specified processes are carried 
So far 48 we can see at present, this definition 
will require careful scrutiny when the Bill come, 


to be considered, for at first sight it appears far 
less definite than the definitions contained in 
the Act of 1901. That Act proceeded in section 
149 in first defining “textile” factories where 
steam, water, or other mechanical power was 
used in certain defined processes. Then, “ non- 
textile” factories were defined by reference 
(1) to certain places and processes named 
in the schedules, and (2) certain other pre- 
mises and processes set out in the schedule, 
where mechanical power was used; then fol- 
lowed the more general provision set out above, 
which, as slightly amended, forms the leading 
definition in the Bill; but in the Act the opera- 
tion of that provision was limited, as it applied 
only to premises where steam, water or other 
mechanical power was used ; a limitation which 
does not appear in the Bill, but for which is 
substituted the limitation, “and to or over 
which premises or place the employer of the 
persons employed therein has the right of access 
or control.” 

To make the point clear, the present definition 
in this Bill of a “factory” includes “ any 
premises or place wherein, or within the close, or 
curtilage, or precincts of which any person is 
employed in manual labour by way of trade, or 
for purposes of gain in, or incidental to, any of 
the following processes: (1) the making of any 
article or of part of any article, (2) the altering, 
repairing, ornamenting, finishing, cleaning or 
washing or the breaking up, or demolition of any 
article, (3) the adapting forsale of any article,” 
and the only qualification is that the premises 
or place must be premises ‘‘to or over which the 
employer of the persons employed therein has 
the right of access or control.’’ With the absence 
of the qualifications of the use of mechanical 
power on the premises, and exact definition of 
processes such as was contained in the Act of 
1901, it appears to us that the question which 
will arise under this Bill is not “ what is a 
factory ?”’ but “ what is not a factory ?” 

The definition is not confined to this clause, 
for, as we have shown above, in other sub-head- 
ings certain places and processes are set out 
which are to be included in the expression 
“ factory,” and then follow six clauses, some 
of which extend the operation of the definition, 
as, for instance, clause (2), which applies the 
Act to workplaces in which, with the permission 
of, or under agreement with, the owner or 
occupier, two or more persons carry on any 
work which would constitute the workplace a 
factory if the persons working therein were in 
the employment of the owner or occupier, and 
clause (5) which provides that a place or pre- 
mises shall not be excluded from the definition of 
a factory by reason only that the place or 
premises are in the open air. 

This question of definition affects the reason- 
ableness, or the unreasonableness, of the whole 
Bill, for although the provisions it contains can 
reasonably be applied in large undertakings 
where machinery is employed and large numbers 
of workpeople are employed without seriously 
affecting the cost of production, that is not the 
case if they are applied to very small under- 
takings of what may be termed quite a homely 
nature where also they are not so necessary. 
Some clauses, it is true, are made only to apply 
where a certain number of workpeople are 
employed on the premises, but there are a great 
many provisions where no such qualifications 
occur, and thus, if we have read the definitions 
correctly, the provisions of this Bill will apply 
to small workshops where only a very few hands 
are employed on quite safe operations. The 
omission from the definition of the use of 
mechanical power, which, except in the 
case of certain processes or industries care- 
fully prescribed, was contained in the Act 
of 1901, widens the scope of the Bill enor- 
mously; we do not propose to consider the 
Bill in detail in this first notice, but we may 
point out that building and engineering works 
are dealt with in clause 99, and the effect of 
that clause is as follows: The following provi- 
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sions are to apply “to building operations and 
engineering works undertaken by way of trade 
or business, and to any line or siding which is 
used in connection therewith and is not part of 
a railway, subject to the modifications which 
are contained in this clause ”’: (a) The provisions 
of Part I with respect to sanitary conveniences, 
(b) The provisions of Part II (“Safety”) 
excepting those relating to vessels containing 
dangerous liquids, maintenance of passages and 
stairs, work in places where injurious fumes are 
liable to accumulate, steam receivers, compressed 
air receivers, self-acting machines, means of 
escape in case of fire, regulations as to means of 
escape from fire, and safety provisions in case 
of fire. (c) The provisions of Part III with 
respect to regulations for first aid and welfare 
orders. (d) The provisions of Part IV with 
respect to the regulations for safety and health. 
(e) Part V, that is, Notification and Investigation 
of Accidents and Industrial Diseases. (f) The 
provisions of Part IX with respect to weights 
and measures and weighing and measuring 
instruments used in ascertaining wages. (g) The 
provisions of Part X with respect to affixing an 
abstract, general registers, and duties of persons 
employed. (h) The provisions of Part XI with 
respect to the powers and duties of inspectors. 
(i) Part XII, that is, Penalties and Legal Pro- 
ceedings. By subclause (2) The Notices of 
Accidents Act, 1894, shall not apply in the case of 
any accident in respect of which notice is required 
to be given under this clause, and if any ques- 
tion arises as to whether the notice ought to be 
given under that Act, or this Bill, the question 
_— be finally determined by the Secretary of 
tate. 

Under subclause (3) the provisions of this Bill 
in their application to “ building operations and 
engineering works shall have effect as if reference 
to any place where the operations, or works, are 
carried on were substituted for references to fac- 
tories, and references to the persons undertaking 
by way of their trade or business such opera- 
tions and works were substituted for references 
to the occupier of a factory, and with such other 
necessary adaptations as may be prescribed : 
Provided that such of the provisions of this Bill 
as require general registers to be kept, and 
copies of the prescribed abstract and regulations 
to be kept posted up on the premises, shall be 
deemed to be complied with if the general 
register is kept at an office of the person under- 
taking the operations, or works, and copies of 
the abstract and regulations are kept posted up 
at each office, yard, or shop of the person under- 
taking the operations, or works, at which 
persons employed by him on the operations or 
works attend, and in a position where they can 
easily be read by such persons.” 

The provisions contained in this clause will 
require detailed examination in a subsequent 
article if the Bill proceeds. The corresponding 
section in the Act of 1901 relating to Buildings 
was section 105, and in that section the pro- 
visions of the Act only applied to premises on 
which machinery worked S steam, water, or 
other mechanical power was temporarily used 
for the purpose of the construction of a building, 
or any structural work in connection with a 
building, and to buildings exceeding a certain 
height. 

By clause 137 “‘ Building operation *’ means 
the construction, repair or alteration of a build- 
ing, and the preparation for, and laying the 
foundation of, an intended building, but does 
not include any operation which is an “ engi- 
neering work” within the meaning of the Bill. 

“ Engineering work” *‘ means the construc- 
tion of a railway, tramroad or tramway, and the 
construction, repair, or alteration of any harbour, 
dock, pier, inland navigation, tunnel, bridge, 
viaduct, sewer, gas work, water work, or other 
work authorised by any special Act or order 
having the force of an Act.” 

The above is only a very brief review of some 
of the provisions of this Bill, as there seems little 
prospect of its being proceeded with in the near 
future, but we may take this opportunity of 
expressing one warning as to all legislation of 
this character which aims at securing ideal con- 
ditions in the abstract, but is apt to overlook the 
general conditions under which trade has to be 
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carried on in the keenest competition with RATES OF W AGES IN THE BUILDING TRADE, 


foreign markets. 
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of the building industry recently met in London Mansfield... 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
with reference to the question of working Middlesbrough ets ils ifs ie < ‘< 1/8 1/8 1/3 
hours in London. The official account of the | Newcastie-on-Tyne 1/8 1/8 i/s ifs 1/8 if ifs ifs 
negotiations states :— — — eee 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
A National Joint Emergency Commission, Neretsh » acne, 7c ic 1/7 1/7 1/7 1/7 1/7 1/2 
- er : ae TICE «swe cccece [54 1/54 1/54 1/54 1/54 1/6} 1/54 1/1 
representative of the National Allied Building Nottingham ...... | 2/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Trade Employers and the National Federation Q@kb@™......--+. 1/54 1/54 1/54 1/54 1/54 1/54 1/54 i/l 
er im SS: : : GEER cccccccese 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1 
of Building Trade Operatives, was held in a 1/5 1/54 1/6 1/6 1/5 / / 1/3 
London, when the following decision was arrived Plymouth ......+. 1 ‘7 1/7 1 7 1 7} i 7 i int tied 1 ie 
at in reference to the summer working hours in a eccccede ; 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
the London district : portsmouth +--+ | 1/5b| 1/54] 1/54] 1/se) 1/5e] 2/54] 1/58 1/1 
“This Commission, having considered the Reading ..... Ms 1/53 1 5} 1/54 1/53 1/34 1/85 1/8 HH 
present difficulties on the application of the —— seeecews 1/8 1/8 1/8 1/8 1/8 1/8 1/8 i/3 
working rule agreement re hours of labour in Resho > Bi lana aie ir iy? if? ii t/t 1 18h if 
the summer period in the London region, and St. Albans ........ 1/6 1/6 1/6 i/6 1/6 116 176 Ii 
having regard to the fact that meetings have * ——. eocece 1/8 1/8 1/8 1/3 1/8 1/8 1/8 lk 
been held in accordance with the provisions of —.. 1/8 1/8 1/8 +H 44 if iS ifs 
the document of June 16 and no mutual agree- Shrewsbury ...... 1,63 1/6} 1/64 1/6} 1/6 Ht 1/6} if 
ment arrived at to depart from Clause 1 of the Poe ene ew see 1 /5¢ tft 1/53 1/54 1/5 1 34 1/8 1/13 
national working rule agreement, it is under- a etal ijst ije® 178 We 178° if if8 if 
stood that the working hours in London during South Shields .... 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
summer time shall be 46}, as provided for Stockport... ++. 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/34 
in the said working rule agreement, and the cep ad a ifs 2c 1 — 1/8 1/8 1/8 1/3 
, seattle ‘ : tees /8 1/8 1/8 1/8 1/8 1/8 1/3 
differences existing with regard to the method OS Sere 1/5 1/5 1/5 1/5 1/5 1/5 1/43 1/0 
of working the 464 hour week should be settled Sunderland ...... 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
immediately and the same put into operation oe = Saleei 1/5 1/53 1/34 1/68 13 _o ie Ht 
oo In the event of these conditions _— se cecccees is 1/5 1/5 115 ifee Hg ifs 1 of 
yeing carried out the local inquiry and negotia- SOTQUAY «+ ~~ 20-0 ee 1/6} 1/6} 1/6 1/6} 1 163 1/6 1/63 2/2 
tion provided for in Clause 6 of the Seite of Wakebens _ ” ag ifs ie 198 ite ist 1/34 ile” 1/3¢ 
settlement of the recent dispute to be pro- Walsall .......... 1/7 1/7 1/7 1/7 1/7 i? 1/7 1/2 
ceeded with at once.” Warrington ...... 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1:3 
This report was signed on behalf of the em- + = cape aepeganin if ifs ij iss i" iS : ; 1/3! 
loyers by Mr. A. .J. Forsdike and Mr. F. A. Windsor ........ ; 1/54 1/54 1/54 1 153 1/54 1 154 1/54 1/1 
Vall, and on behalf of the operatives by Mr. Wolverhampton .. 1/8 1.8 1/8 1/8 1/8 1/8 1/8 1/3} 
Thomas Barron and Mr. R. Coppock. © — aoe ean oo ie eH + | 1 164 } 164 1 164 1/3 
’ GS enage 7} 7} 1/7} 1/7) 1/7 1/74 | 7h . = 


(Por rates of wages 10 the Building Trade in Sootland, see page 453. 
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CONTRACTS, COMPETITIONS, &c. 


Forsome contracts still open, but not included in this List, see previous issues. Those with an asterisk 
are advertised in this number. Certain conditions beyond those given in the information 
are imposed in some cases, such as that advertisers do not bind themselves to the it or any 

will be for tenders ; and 


tender; that a fair wages clause shall be observed ; that no allowance 


that deposits are returned on receipt of a bona-fide tender unless stated to the contrary. 


The date given at the commencement of each paragraph is the latest date when the tender, or the names 
of those willing to submit tenders, may be sent in; the name and address at the end ts the person from whom 
or place where quantities, forms of tender, &c., may be obtained. 


BUILDING AND PAINTING. 


FSEPTEMBER 20.—Dewsbury.—MorTvuARY.—For the 
erection of a mortuary at Whitley Grange Hospital, for 
the T.C. Mr. H. Dearden, Borough Engineer, Town 
Hall, Dewsbury. “= 

SEPTEMBER 20.—Earlsheaton.—SHED.—For various 
trades in erection of shed, Providence Mills, Earls- 
heaton. Messrs. Holtom «& Fox, architects, Corpora- 
tion-street, Dewsbury. 

SEPTEMBER 20.—Friern Barnet, London, N.11.— 
Hovses.—Erection of 32 houses for the Friern Barnet 
U.D.c. Mr. F. P. Kindell, Engineer and Surveyor to 
the Council, Council Offices, The Priory, Friern Barnet- 
road, Friern Barnet, N.11. Deposit £2 2s. 

SEPTEMBER 20.—London, W.7.—DEAL FLOORING.— 
Providing and laying a new deal floor for the Dining 
Hall at the Central London District School, Greenford- 
avenue, Hanwell, W.7. Mr. George P. Morrell, Clerk to 
the Managers, Central London District School, Green- 
ford-avenue, Hanwell, W.7. 

SEPTEMBER 20.— Warwick. Hovuses.—Erection 
of 41 houses (32 parlour and 9 non-parlour type) upon 
the Emscote site, Warwick, for the Warwick T.C. 
Messrs. Francis P. Trepess & Son, 1, Church-street, 
Warwick. Deposit £1 1s. 

SEPTEMBER 22.—Aberdeen.—HOvUsES.—Erection of 
about 500 houses. Director of Housing, Town House, 
Aberdeen, 

SEPTEMBER 22,—Barnsley.—PAINTING.—For paint- 
ing and decorating the administrative block and long 
block, at the Kendray Hospital, for the T.C. Borough 
Engineer, Fairfield House Offices, Barnsley. 

SEPTEMBER 22.—Bristol.—SUB-STATION.—Construc- 
tion of one underground sub-station at University 
Buildings, forthe T.C. Mr. H. Faraday Proctor, Chief 
Engineer and General Manager, The Exchange, Corn- 
street, Bristol. Deposit £2 2s. 

SEPTEMBER 22.—Carlisle——VARIOUS WORKS.—For 
the various works in connection with the annexe to 
be erected to the observation wards at Fusehill Insti- 
tution, for the B.G. Superintendent, Fusehill Insti- 
tution. 

SEPTEMBER 22.—Carlisle—VARIOUS WORKS.—For 
the various works in connection with a verandah to 
be erected on foundations already provided, at the 
Children’s Day Nursery, at Fusehill Institution. 
Superintendent, Fusehill Institution. 

SEPTEMBER 22.— Crowmarsh.—HOvUsES. —For the 
erection of 10 houses at South Stoke, for the Crow- 
marsh R.D.C. Messrs. J. G. T. West & Son, Abingdon. 

SEPTEMBER 22,—Cudworth.—OFFICES.—For the erec- 
tion of offices for yardmaster, &c., at Cudworth, for 
the London & North Eastern Railway Co. Mr. Stephen 
Wilkinson, architect, N.E. Area, at York. 

SEPTEMBER 22,—Glasgow.—HOUSES.—For the 
various works required in connection with the erection 
of two workmen’s houses at Robroyston Hospital, 
for the T.C. Office of Public Works, 64, Cochrane- 
street, Glasgow. 

SEPTEMBER 22,—Kent.—PAINTING.—Outside paint- 
ing of police stations at Canterbury, Malling, Knock- 
holt, Northfleet, Sevenoaks, and Tonbridge, for Kent 
Standing Joint Committee. County Architect, 86, 
Week-street, Maidstone. 

SEPTEMBER 22 AND 23.—Leeds.—PAINTING.—For 
painting wrought-iron fencing and cottage property 
(Improvements Committee), and wrought-iron fencing 
in various parks (Parks Committee), for the T.C. Mr. 
alt Lancashire, City Engineer, Municipal Buildings, 

Ss. 

SEPTEMBER 22.— Leek. — Hovuses.—Erection of 
50 houses in various blocks on the Housing Estate 
Abbottsville, Leek, for the Leek U.D.C. Mr. W. E. 
Beacham, Surveyor to the Council, Town Hall, Leek. 

SEPTEMBER 22,—Lichfield.—HovusES.—For the erec- 
tion of 20 non-parlour type houses with works of 
sewerage and water main, for the T.C. City Surveyor, 
Mr. P. A. Benn, F.S.1., Guildhall, Lichfield. Deposit 

SEPTEMBER 22,— Northampton.— HovuseEs.— Erec- 
tion of 18 type B3 (parlour) and 16 A3 (non-parlour) 
houses on the Abington Lodge Farm Estate, for the 
Housing and Town-Planning Committee of the County 
Borough of Northampton. Mr. Alfred Fidler, M.Inst. 
C.E., Borough Engineer, Guildhall, Northampton. 
Deposit £5 (crossed cheques made payable to ‘* North- 
ampton Corporation ”’). 

SEPTEMBER 22.—Nottingham.—PAaINTING.—For in- 
ternal cleaning and painting at Pumping Station, 
Trent-lane, for the T.C. City Engineer’s Depart- 
ment, Guildhall, Nottingham. Deposit £1. 

SEPTEMBER 22.—Plymouth.—PAaINTING.—For_ ex- 
ternal painting of houses in the new estates at Mount 
Gold and Swilly, for the T.C. Mr. J. Wibberley, 
Borough Engineer and Surveyor, Municipal Offices, 
Plymouth. Deposit £2 2s. 

SEPTEMBER 22, — Pontypridd,— ScHooLROOM.—For 
building a new schoolroom, and the renovation of 








Carmel Baptist Chapel, Pontypridd. Messrs. Thomas 
& M rgan & Partners, architects and surveyors, Ponty- 
Pridd. Deposit £2 2s. 


_ SEPTEMBER 22,—Shilbottle—ScnooL.—For a new 
Cunci school at Shilbottle Colliery to accommodate 
5U scholars, for the County of Northumberland E.C. 


1 
Mr. ( Williams, Director of Education, The Moot Hall, 
syewoastle-upon-Tyne. Deposit £2 2s. 


SEPTEMBER 22.—Steyning.—PAINTING, &c.—For 
painting, road tarring and other work at the Poor Law 
Institution, Shoreham-by-Sea, for the BG. Mr. 
T. A. Brooks, Surveyor. 

SEPTEMBER 22.—Warrington.— RETAINING WALL.— 
For the construction of a piled retaining wall in rein- 
forced concrete about 700 ft. long alongside Knutsford- 
road and on the bank of the River Mersey, for the 
T.Cc. Mr. H. W. Fitzsimons, 39, Victoria-street, 
Westminster, 8.W.1. Deposit £3 3s. 

SEPTEMBER 23.—Caerleon.—PAINTING. — External 
painting of part of Newport Mental Hospital, Caerleon, 
Mon, for Visiting Committee. Clerk and Steward at 
the Hospital. 

SEPTEMBER 23.—Chesterfield—CONVENIENCE.—For 
the erection of underground conveniences in New- 
square, for the T.C. Mr. Vincent Smith, Borough 
Engineer, Chesterfield. 

SEPTEMBER 23.—Huddersfield.—Hovusr.—Erection of 
house in Butternab-road, Beaumont Park, Hudders- 
field. Messrs. Lunn & Kaye, architects and surveyors, 
Milnsbridge. 

SEPTEMBER 23.—Leeds.—PAVILION.—Extension to 
pavilion at Municipal Golf Course, Roundhay, for the 
T.C. Mr. W. T. Lancashire, City Engineer, Municipal 
Buildings, Leeds. 

SEPTEMBER 23,—London, S.W.—FOUNDATIONS.— 
Construction of foundations for five blocks of dwellings 
on the East Hill Estate, Wandsworth, for the L.C.C, 
The Architect to the Council, The County Hall (Room 
No. 3), Westminster Bridge, 8.E.1. Deposit £1 1s., 
payable to the Cashier. 

SEPTEMBER 23.—Plymouth.—PAINTING AND RE- 
PAIRS.—For painting, alterations and repairs at 
No.1, Providence-street, for the T.C. Mr. J. Wibberley, 
Borough Engineer and Surveyor, Municipal Offices, 
Plymouth. 

SEPTEMBER 23.—Portsmouth.—Extension of Em- 
ployment Exchange, fer the Commissioners of H.M. 
Works, &c. Contracts Branch, H.M.O.W., King 
Charles-street, London, 8.W.1. eposit £1 1s. 

SEPTEMBER 23.—West Cornforth.—ScHooL.—Erec- 
tion of West Cornforth new Infants’ Council School, for 
Durham C.C. Mr. F. Willey, F.R.I.B.A., 34, Old 
E!vet, Durham. 

SEPTEMBER 24.—Doncaster.—HOUSES.—For the 
erection of 400 houses, for the T.C. Mr. R. E. Ford, 
Housing Surveyor, 3, Priory-place, Doncaster. 

SEPTEMBER 24, — Folkestone. — ADDITIONS. — For 
additions to the Corporation Offices, at 11, Church- 
street, for the T.C. Mr. A. E. Nichols, Borough 
oo, Corporation Offices, Folkestone. Deposit 
£2 2s. 

SEPTEMBER 24,.—Huddersfield. — PAINTING. — For 
painting and decorating Almondbury Branch Library, 
for the T.C. Mr. F. C. Cole, Librarian and Curator, 
Public Library Church-street, Huddersfield. 
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SEPTEMBER 24.—Little Downham.—PUMPING 
STaTION.—Construction of a pumping station and 
laying pump delivery pipes at the Hundred-foot 
Pumping Station, Little Downham, Isle of Ely, for 
the Commissioners for the Littleport and Downham 
Drainage District. Mr. E. J. Silcock, Commissioners’ 
Engineer, 25, Victoria-street, Westminster; and 
10, Park-row, Leeds. Deposit £5. 

SEPTEMBER 24.—Manchester.—Extension of Em- 
ployment Exchange, Aytoun-street, for the Com- 
missioners of H.M. Works, &c. Contracts Branch, 
H.M.O.W., King Charles-street, London, 8.W.1. 
Deposit £1 1s. 

SEPTEMBER 24.—Plymouth.—SvUR-STATION.—Erec- 
tion of an electric sub-station at Pasley-street, Devon- 
port, for the T.C. Mr. J. Wibberley, Borough Engineer 
and Surveyor, Municipal Offices, Plymouth. Deposit 
£1 Is. 

SEPTEMBER 24. — Rochdale.—PAINTING.— External 
painting work on 118 houses on Ivor-street and 
Kilworth-street Estates, for the T.C. Borough 
Surveyor, Town Hall, Rochdale. 

SEPTEMBER 25,—Glasgow.—VARIOUS WORKS.—For 
the various builders’ works and iron railings and gates 
in connection with the erection of (1) 55 tenements 
and (2) 59 blocks of houses proposed to be erected at 
Possil. Mr. J. Lindsay, Town Clerk, City Chambers, 
Glasgow. 

SEPTEMBER 25.—Newmarket ( Kilkenny).—SCcHOOoL.— 
Erection and furnishing of National School, for Com- 
missioners of Public Works. Parochial House, New- 
market, Ireland. 

SEPTEMBER 25.—Nottingham.—ReEPAIRS.—For re- 
pairs and leadwork to skylights at the Castle Museum, 
for the City Council. City Engineer’s Department, 
Guildhall, Nottingham. Deposit £1 1s. 

SEPTEMBER 25,—Pantynawel.—Hovusks,—Erection 
of 20 houses at Pantynawel, Blackmill, together with 
the construction of roads and sewers in connection 
therewith, for the Ogmore and Garw U.D.C. Mr. 
W. T. Ollivant Jones, Engineer and Surveyor, Council 
Offices, Brynmenyn. Deposit £2 2s, 

SEPTEMBER 26,—Bridli n.— ALTERATIONS.—Ex- 
tensions and alterations to Masonic Hall, Bridlington. 
Mr. J. R. Earnshaw, Architect and Surveyor, Cliff- 
street Chambers, Bridlington. Deposit £2 2s. 

SEPTEMBER 26.—Haverfordwest.—NEW LABORA- 
TORY.—For erecting, for the Pembrokeshire E.C., at 
Haverfordswest Grammar School, a new physics 
laboratory, &c. Mr. Owain T. Thomas, County 
Architect, County Council Offices, Haverfordwest. 
Deposit £1. 

SEPTEMBER 26,—London, S.E.1.—POLISHED PLATE 
GLass.—Polished plate glass required by the Director- 
General, India Store partment, Branch No. 58, 
Belvedere-road, Lambeth, 8.E.1. Tender forms ob- 
tainable from above. 

SEPTEMBER 26.—Neath.—HOUSES AND SEWERS.— 
Erection of 50 houses (parlour type) on the Brynhyfryd- 
road (North) site, Briton Ferry, also for stoneware pipe 
sewers in connection with the above. Borough Engi- 
neer, Gwyn Hall, Neath. Deposit £3 3s. 

SEPTEMBER 26.—Sandwich.—HovusEs.—Erection of 
20 parlour type houses, forthe T.C. Mr. R. Saunders, 
Borough Surveyor, Sandwich. Deposit £3. 

SEPTEMBER 26.—Tully.—ScHOOL ExTENSIONS.—For 
extensions to Tully National School, for Commissioners 
of — Works. District Office of Works, Galway, 
Treland. 


x * 

BUILDING TRADE WAGES IN SCOTLAND. 
Tu following are the present rates of wages in the building trade in the principal towns of 
Scotland. Every endeavour is made to ensure accuracy, but we cannot be responsible for errors 


that may occur :— 









































Car- ° Brick- Plas 
Masons.{ Brick- | penters,| Plas- | Slaters.| Plum- /|Painters,) Masons’ layers’ terers 
layers. | Joiners.| terers. bers. Labourers, 

Aberdeen ........ 1/8 1/8} 1/8 1/8 1/8 1/8 1/6 1/03 
BE snbesecous 1/8 1/8 1/8 1/8 1/8 _ 1/64 1/3 
Alexandria ........ 1/8 1/8 1/8 1(8 1/8 1/8 _ 1/2) to 1/83 
, SeSr ee 1/7 1/7 1/7 1/74 1/7 1/7 1/5} 1/1 
pi Pe Beare 1/8 1/8 1/8 1/8 1/8 1/8 a iet 1/3 
Bathgate.......... | 1/8 1/8 1/8 iit 1/8 1/8 1/6 1/2 tol/3 
Blairgowrle........ 1/7 1/7 1/7 1/7 1/5 1/7 1/4 10d. to 1/- 
UE sceseoeses 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Coatbridge ........ 1/8 1/8 1/8 1/8 1/8 _ tet 1/3 to 1/33 
Dumbarton ...... 1/8 1/8 1/8 1/8 1/8 1/8 1/6 1/8 
6cecccese 1/6 — i/6 1/6 1/6 1/6 1/6 1/3 
Dundee 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Dunfermline . 1/8 1/8 1/8 1/8 1/8 1/8 1/6} 1/3 
Edinburgh ... 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Valkirk 1/7} 1/74 1/7 1/8 1/7 1/7 1/6} 1/2 
Fort William ...... 1/6 1/6 1/6 1/6 1/6 1/6 1/6 1/2 
Galashiels ........ 1/54 1/5} 1/54 1/6 1/5} 1/5 1/6 1/1 
ST sxnéunneos 1/8 1/8 1/8 1/8 1/8 1/8 1/5 1/3 
Greenock .....-.. | 1/8 1/8 1/8 1/9 1/8 1/8 1/7 1/0} to 1 /3% 
Hamilton ........ 1/8 1/8 1/8 1/9 1/8 1/8 1/6} 1/34 
Bawiek ..cccccces | 18 1/6 1/6 = |1/6-1 /6}) 1/6 1/6 1/6 1/2 
Helensburgh ...... 1/8 1/8 1/8 1/9 1/8 1/8 1/7 1/3} 
Inverness ........ 1/5 _ 1/43 1/4 1/5 1/5 1/4 1ld. to 1/2 
Kilmarnock ...... 1/8 1/8 1/8 1/9 1/8 1/8 1/7 1/3 
Kirkcaldy ........ 1/8 1/8 1/8 1/8 1/8 1/8 1/6} 1/3 
Kirkwall ........ 1/4 1/4 1/3 1/4 1/43 1/4 1/3 1/0 
ROGEER ccccsccece | SF 1/8 1/7 1/9 1/7 1/7 1/6 1/- to 1/33 
LAER .concccccses 1/8 1/8 1/8 1/8 1/8 1/8 1/8 1/3 
Motherwell! ...... 1/8 1/8 1/8 1/9 1/8 1/8 1/6 1/3 
PE senceee pana 1/7 1/7% 1/7} 1/8 1/7 1/7 1/6 1/2 
ee, ee 1/8 1/8 1/8 1/8 1/8 1/8 1/6 1/3 
stirl hire( 1D 

District} eococess [1 /8-1 /10)1 /8-1/10) 1/8 1/9 1/7 1/8 1 /64 1/3 
WHS cccsnceees 1/8 1/8 | 1/8 1/9 1/8 1/8 1/7 1/3 








* The information given in this table is copyright. The rates of wages in the various towns in England and 


Wales are given on page 452 





454 


SEPTEMBER 27.—Barry.—HOSPITAL ADDITIONS.— 
Erection of additions and sundry works at the General 
Accident and Surgical Hospital, Barry Docks. Mr. 


J. ©. Pardoe, A.M.1.C.E., Surveyor, Council Offices, 
Holton-road, Barry. Deposit £2 2s. 
SEPTEMBER 27.—Edgware.—FENCING.—(a@) Erec- 


tion of a fence wall on the western boundary of land 
in North-road, Edgware, 7 ft. high and 120 ft. long; 
(+) supply and erection of about 366 yds. run of 
unclimbable iron fencing, &c., on land adjoining Chil- 
dren’s Hospital, Edgware, for the Guardians of the 
Edgware Union. Mr. C. W. Wyles, Clerk to the Guar- 
dians, Union Offices, Edgware, between 10 a.m. and 
4 p.m. 

* SEPTEMBER 27.—West Ham, E.15.—ScHOOL ‘ 
Erection of a secondary school on a site at Cumberland- 
road, Plaistow, for the E.C. of the County Borough of 
West Ham. Mr. John H. Jacques, Lic.R.1.B.A., 
Architect to the Committee, 61, West Ham-lane, 
Stratford, E.15. Deposit £2. 

SEPTEMBER 29.— Dublin.—Con VERSION .— Conversion 
of Block N at Keogh (late Richmond) Barracks into 60 
flats; and ()) of blocks F and J at the same Barracks 
into 36 flats, for the Commissioners of Public Works. 
Mr. J. J. Healy, Secretary, Office of Public Works, 
Dublin. 

SEPTEMBER 29.—Dumfries.—Post OFFrick.—For 
erection of a new Post Office, &c., at Dumfries, for 
H.M. Office of Works. Architect, H.M. Office of 
Works, 4-5, Drumsheugh-gardens, Edinburgh. De- 
posit £1 Is. 

SEPTEMBER 29.— Leicester.— PUMPING STATION 
EXTENSIONS.— For the extensions of the Abbey Pump- 
ing Station, “em house, pump basement, «c., for the 
T.C. Mr. E. G. Mawbey, City Engineer, Town Hall, 
Leicester. 

SEPTEMBER 29.—Morley.—Hovuses.—Erection of 
22 houses on the Middleton-road Housing Estate, for 
the T.C. Borough Engineer, Town Hall, Morley. 
Deposit £2 2s. 

SEPTEMBER 29.— Morley. — PLASTERING.—Labour 
and materials required in connection with the plas- 
terers’ work only for 26 houses, on Middleton Housing 
Site, for the T.C. Borough Engineer, Town Hall, 
Morley. Deposit £2 2s. 

SEPTEMBER 29.—Staines.—COTTAGES, DRAINS, &C. 
—Erection of two five-roomed cottages of similar 
design with the construction of the necessary drains, &c. 
at Littleton Reservoir Works, both in the parish of 
Laleham, near Staines ; also for the construction near 
one of the cottages of the superstructure only of a house 
(approximately 28 ft. by 14 ft. by 13 ft. high to roof 
pr for containing venturi meter recorders for the 

etropolitan Water Board. Office of the Board, Chief 
Engineer’s Department (Room 201), New River Head, 
Rosebery-avenue, Clerkenwell, E.C.1. Deposit £5. 

%* SEPTEMBER 29.—Worthing.—PIER PAVILION, RE- 
CONSTRUCTION OF THE PARADE BaNDSTAND.—(A) New 
= pavilion, consisting of light steel-frame and rein- 
orced concrete building on screw piling, with small 
extension of entrance to pier to provide seating accom- 
modation for about 1,200 people (Contract No.1); and 
(3) The reconstruction of the parade bandstand enclo- 
sure, consisting of a light steel and reinforced concrete 
structure and screw pile foundation to provide seating 
accommodation for about 2,200 people (Contract No. 2), 
for the Corporation of Worthing. Borough Surveyor’s 
Office, Municipal Offices, Tudor Lodge, Chapel-road, 
Worthing. Deposit £3 3s. 

SEPTEMBER 30,—Barry.— READING-RooM.—For the 
erection of a branch reading-room at Barry Island, for 
the U.D.C. Mr. E. R. Hinchsliff, F.S.1., Public Offices, 
Barry. Deposit £1 1s. : 

SEPTEMBER 30.—Carlisle.—Orrick, &c.—Erection 
of office and lavatory accommodation, open shed, 
mess room and store, at Public Slaughter Houses, for 


the T.C. Mr. Henry C. Marks, M.Inst.C.E., City 
Engineer, 18, Fisher-street, Carlisle. c 
SEPTEMBER 30,—Coveniry.—PAINTING, &C.—For 


the external painting on the housing estates, Radford- 
road, London-road, and Gorton-road, for the Com- 
missioners of H.M. Works. Contracts Branch, H.M. 
Office of Works, King Charles-street, London, 8.W.1. 
Deposit £1 1s, 

SEPTEMBER 30,—Maidenhead.— HomeE.— For the erec- 
tion of a children’s home at Cannon Court-lane, Furze 
Piatt, near Maidenhead, for the Board of Guardians. 
Messrs. Albury, Rising & Morgan, 154, Friar-street, 
Reading. Deposit £1 Is. 

SEPTEMBER 30.—Saffron Walden.—LAUNDRY Ex- 
TENSION, &C.—For the extensions to laundry and other 
sundry works at Saffron Walden Hospital. Messrs. 
Pick, Everard, Keay & Gimson, architects, 6, Millstone- 
lane, Leicester. 

OCTOBER 1,—Blackwell.—Hovses.—Erection of 20 
parlour and 20 non-parlour type houses, for the R.D.C. 
Mr. A. H. Elliott, A.M.Inst.C.E., architect, 8, Union- 
street, Mansfield. Deposit £2. 

OCTOBER 1,—Burnley.—TELEPHONE EXCHANGE.— 
For the erection of telephone exchange, for the Com- 
missioners of H.M. Works, &c. Contracts Branch, 
H.M. Office of Works, King Charles-street, London, 
8.W.1. Deposit £1 1s, 

%* OCTOBER 1,—East Ham, E.6.—FEEDING CENTRE. 

Erection of a feeding centre on the school site in 
Dersingham-avenue, Manor Park, for the E.C. of the 
County Borough of East Ham. Borough Engineer, 
Town Hall, East Ham, E.6. Deposit £3. 

OCTOBER 1,—London, N.1.— ALTERATIONS AND 
AppITIONns.—Alterations and additions at the Elec- 
tricity Station, Eden-grove, Islington, N., and for 
alterations and conversion into offices and garage of 
No. 2, Burnard-place, Eden-grove, Holloway-road, 
Islington, N.7, for the Metropolitan Borough of 
Islington. Mr. C. G. E. Fletcher, Town Clerk, Muni- 
cipal Offices, Tyndale-place, Upper-street, N.1. 

OCTOBER 2,— Fulham. — REPAIRS.—Execution of 


building and guttering repairs, pointing, &c., at the 
Infirmary, St. 


Dunstan’s-road, for the B.G. Mr. 
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E. J. Mott, Clerk to the Guardians, 129, Fulham 
Palace-road, London, W.6. 

* OCTOBER 3.—London, E.1.—StToRES.—Erection 
of new central stores in the forecourt at the Royal 
Mint, for the Commissioners of H.M. Works, &c. 
Contracts Branch, H.M. Office of Works, King Charles- 
street, S.W.1. Deposit, £1 1s. 

OCTOBER 3.—Long Eaton.—Hovusrs.— Erection of 54 
non-parlour houses, for the Long Eaton U.D.C. 


Mr. H. Raven, C.E., Architect, The Hall, Long 
Eaton. Deposit £5 5s. ; 
*x OCTOBER 4.—London, S.W.1.—DEMOLITION.— 


For demolition of temporary buildings at*the War 
Office, for the Commissioners of H.M. Works, &e. 
Contracts Branch, H.M. Office of Works, King Charles- 
street, S.W.1. Deposit, £1 1s. 

OCTOBER 6.—Barnsley.—PAINTING.—For painting 
the railings and gates to St. Mary’s Churchyard. 
Borough Engineer, Fairfield House Offices, Barnsley. 

OCTOBER 6.—Thundersley._-SCHOOL.—For exten- 
sions to Thundersley Council School, for the Essex C.C. 
County Architect, Old Court, Springfield, Chelmsford. 
Deposit £1 1s. 

OCTOBER 6.—Warrenpoint (Ireland).—HovusEs.—For 
the erection of 10 workmen’s dwellings, for the U.D.C. 
Mr. 8. J. M‘Avoy, M.R.I.A.1., 66, University-avenue, 
Belfast. 

%* OCTOBER 7.—Evesham.—Post OFrrick.—For the 
erection of a P.O. at Evesham, Worcestershire, for the 
Commissioners of H.M. Works, &c. Contracts Branch, 
H.M. Office of Works, King Charles-street, S.W. 1. 
Deposit, £1 1s. 

OCTOBER 7.— Nuneaton. — BAKERY. — Erection of 
bakery buildings, for the Nuneaton Co-operative 
Society, Ltd. Mr. W. F. Edwards, architect, 1, New- 
hall-street, Birmingham. Deposit £1 1s. 

* OCTOBER 8.—Bath.—Post Orrice, &c.—For 
the erection of a P.O. and telephone exchange, for the 
Commissioners of H.M. Works, &c. Contracts Branch, 
H.M. Office of Works, King Charles-street, 8.W. 1. 
Deposit, £1 1s. 

OCTOBER 9.—Farnworth, near Bolton.—ALTERA- 
TIONS.—For alterations (to form a telephone exchange), 
for the Commissioners of H.M. Works, &c. Contracts 
Branch, H.M. Office of Works, King Charles-street, 
8.W.1. Deposit, £1 1s. 

x OCTOBER 10.—London, S.E. 9.—PAINTING.— 
For external painting, &c., at the Well Hall Estate, 
Eltham, for the Commissioners of H.M. Works, &c. 
Contracts Branch, H.M. Office of Works, King Charles- 
street, S.W.1. Deposit, £1 1s. 

OCTOBER 14.— Guernsey. — HovusEs.—Erection of 
40 houses in Collings-road, and 10 or 12 houses at 
Sausmarez Mill, St. Martin’s, for the States Com- 
mittee for Homes for Workers, States of Guernsey. 
States Office, Guernsey, or at the office of Mr. Sydney 
Newcombe, architect, Greve d’Azette, Jersey. 

No Date.—Bonnybridge.—PAINTING.—For painter 
work on pithead frame and buildings. Messrs. John G. 
Stein & Co., Ltd., Castlecary Works, Bonnybridge. 

No Date.—Buxton.—SnHops.—Erection of new 
branch premises at Byron-street, Buxton, for Whaley 
Bridge and Buxton Co-operative Society, Ltd. Archi- 
tect’s Dept., Co-operative Wholesale Society, Ltd., 
1, Balloon-street, Manchester. Deposit £1 1s. _ 

No DaTE.—Clacton-on-Sea.— HovsES.—Erection of 
a pair of houses, Freeland-road. Mr. Sydney Albert 
Roper, Arlington House, Westerfield-road, Ipswich. 
Deposit £2. 

No Date.—Hendon.—Suops.— Erection of a block 
of seven shops with houses, at Hendon. Messrs. D. 
Morris & Sons, 91, Moorgate, E.C.2. 

No Date.—Highburton.— W AaREHOUSE.— Erection of 
a stone-built warehouse, for the Highburton Industrial 
and Provident Society. Co-operative Wholesale 
Society, Ltd., Architect's Department, Manchester. 

No Datr.—Live .—Hovses.—For all or single 
trades for the erection of three blocks of semi-detached 
houses and one block of six houses, in Liversedge. 
Mr. Burrows, architect, Birstall, near Leeds. 


FURNITURE, MATERIALS, etc. 


SEPTEMBER 20.—Stafford.—MATERIALS.—Supply of 
stores and materials for six months, to the T.C. Mr. W. 
Plant, Surveyor, Stafford. 

SEPTEMBER 22.—Eserick.—-WHINSTONE, &¢C.— 
Supply of best Whinstone, limestone, slag, and tar, 
for the R.D.C. Mr. J. R. Hudson, Highway Surveyor, 
Wheldrake, York. 

SEPTEMBER 22,—Islington.—GRANITE.—For the 
supply of 650 tons of granite or slag tarmacadam, 
for the B.C. Borough Engineer, Municipal Offices, 
Tyndale-place, N.1. 

SEPTEMBER 22.—Leek.—SUPPLIES.—Supply of 
flags, kerbs, channels and setts, macadam stone and 
chippings, Portland cement, sanitary pipes, «c., 
for the U.D.C. Mr. W. E. Beacham, Engineer and 
Surveyor, Town Hall, Leek. 

SEPTEMBER 22.—Westminster.—Wo0opD BLOCKS, &c. 
—Supply of cement, sewerage and drainage (minor 
works), and wood paving blocks, for the C.C. Mr. 
ce, Hunt, Town Clerk, Westminster City Hall, 

r.C.2. 


SEPTEMBER 22.—-Wycombe.—LIMESTONE.—Supply 
of limestone, for the R.D.C. Mr. A. L. Grant, Council’s 
Surveyor, 15, High-street, High Wycombe. 

SEPTEMRER 24.—Kettering.—CONCRETE KERBING. 
—Supply of about 18,000 yds. lineal of concrete kerbing. 
Mr. T. Reader Smith, Surveyor to the Council, Market- 
place, Kettering. 

SEPTEMBER 25.—Dublin.— BUILDING MATERIALS.— 
For building works and supplies in the Dublin district 
for alternative periods of six and twelve months, for the 
Commissioners of Public Works. Mr. J. J. Healy, 
Secretary, Office of Public Works, Dublin. Deposit £1. 

SEPTEMBER 26.—Plymouth.—Sanp.—Supply of 
clean sharp sand, clean sharp gravel, clean limestone 
rubble, suitable for concrete. Mr. Wibberley, 
Borough Engineer and Surveyor, Municipal Offices, 
Plymouth. 











(SEPTEMBER 19 1924. 


27.—Bexley.— KERB.—For 
1,980 ft. run of 12 in. x 8in. dressed straight granite 


SEPTEMBER about 


kerb. Mr. W. T. Howse, Surveyor, Council Ottices, 
Bexley Heath. Mi 
SEPTEMBER 27. — Bucklow.— GRANITE SETTs.— 


Supply of granite setts, broken granite, tarred macadam, 
chippings, slag, and cinders, for the R.D.C. Mr. R. ¢. 
Cordon, Surveyor, 25, Station-buildings, Altrincham, 

SEPTEMBER 29.—Loughton.— GRANITE AND HoGcty, 
—For 1,500 tons of railborne granite (1#in.) and 
500 yds. of hoggin, for the U.D.C. Mr. Horace White, 
Surveyor, Loughton, Essex. 


ENGINEERING, IRON AND STEEL. 
SEPTEMBER 22.—-Cowes, I.W.—IRON PIPES.— 
For supply of 174 yds. of 10in. cast-iron flanged 
pipes and 54 yds. of 10 in. s. and f. pipes. Mr. J. W, 
Webster, Surveyor, Council Offices, Cowes. 

SEPTEMBER 22.—Plymouth._-BRIDGE.—For the 
taking down and removal of a bridge to be placed across 
the Burrator Reservoir, situated about 12 miles from 
Plymouth, for the T.C. Mr. Frank Howarth, Water 
een, Stonehouse, Town Hall, Plymouth. Deposit 

28. 

SEPTEMBER 22.—Warrington.—BRIDGE.—For the 
reconstruction of Black Bear Bridge in reinforced 
concrete, crossing the Bridgewater Canal in one span 
of 28 ft., including the provision of approach retaining 
wall, &c., for the T.C. Mr. H. W. Fitzsimons, 39, 
Victoria-street, Westminster, S.W.1. Deposit £3 3s. 

SEPTEMBER 26.—Farnham.— W ATER MaAINs.— 
For provision, laying and jointing of about 2,900 yds, 
of 7in., 6in., and 5in. cast-iron mains, with valves 
and hydrants, and making connections to existing 
mains, for the U.D.C. Messrs. John Taylor & Sons, 
engineers, 36, Victoria-street, S.W.1. Deposit £5. 

SEPTEMBER 27. — Folkestone. — CONSTRUCTIONAL 
STEELWORK, STEEL CASEMENTS, AND PATENT GLAZING 
CONTRACTORS.—(a) The supply and erection of cast-iron 
columns, steelwork in curved roof trusses, &c. ; (6) steel 
casements ; (c) patent roof glazing at the Concert Hall 
in Marine Gardens, for the Borough Corporation of 
Folkestone. Mr. A. E. Nichols, M.Inst.C.E., Borough 
Engineer and Surveyor, Corporation Offices, Folkestone, 
Deposit £3 3s. 


SEPTEMBER 29.— Rochford (Essex). — ALTERA- 
TIONS, HEATING AND HoT WaTER.— Competitive 


tenders from contracting engineers, for the proposed 
alterations and additions to the heating and hot water 
supply services and boiler plant at the Rochford Union, 
for the Guardians. Mr. F. Broadhurst Craig, 1, Fitzroy- 
street, London, W.1; and 22, Cooper-street, Manches- 
ter. Deposit £5 5s. 

SEPTEMBER 30.— Trowbridge.— ROAD PLANT. — 
Supply of (a) 12 two-ton (British make) petrol lorries, 
side tippers, hand-operated ; (6) four five-ton tandem 
quick reverse rollers, steam or internal-combustion 
engines; (¢) tarspraying machines, minimum 500 
gallons capacity ; (d) six bitumen boilers, to the Wilts 
C.C. Mr. J. G. Powell, County Surveyor, Trowbridge. 

OCTOBER 4.—Llangeinor.—FENCING.—Erection of 
190 lineal yards of unclimbable wrought-iron fencing at 
Reservoir at Llangeinor, for Mid-Glamorgan Water 


Board. Messrs. Thomas & Morgan & Partners, engi- 
heers, 23, Gelliwastad-road, Pontypridd. Deposit 
£2 2s 


OCTOBER 6.—Dundee.—ESPLANADE, &C.—For con- 
struction of a sea wal! or bulwark extending to 3,2v0 ft., 
and 1,000 ft. of breakwater in rubble; also 1,300 ft. 
of 32 in. diameter outfall sewer, with reinforced con- 
crete piles and groynes, for the T.C. Mr. George 
Baxter, City Engineer, 91, Commercial-street, Dundee. 

OCTOBER 28.—Wellington, N.Z.— BRIDGE SPANS.— 
For plate girder spans for Wairoa, Rangitaiki and 
Awakeri bridges, for N.Z. Public Works Board. Dept. 
of Overseas Trade, 35, Old Queen-street, 8.W.1. 

NOVEMBER 3.—Sydney, N.S.W.—BRIDGE SPANS.— 
For metal work for superstructure of bridge, at Tom 
Ugly’s Point, for Department of Public Works, Sydney. 
Dept. of Overseas Trade, 35, Old Queen-street, 8.W.1. 

NOVEMBER 20.—Chile—Harsour WoOrKS.—For 
harbour works in the port of Lebu. Chilean Legation, 
22, Grosvenor-square, W. 1. 

DECEMRER 31.—Hamilton.—BrivGe.—Erection of 
Clyde Bridge, Hamilton, for the Joint Committee of 
the County Council of the County of Lanark, Town 
Council of the Burgh of Hamilton, and Town Council of 
the Burgh of Motherwell and Wishaw. Messrs. 
Formans & M’Call, C.E., 160, Hope-street, Glasgow. 
Deposit £1 1s. 


ROAD, SANITARY, AND WATER 
WORKS. 


SEPTEMBER 21.—Greenwich.—Roaps.—For the 
forming and paving of Sections 2 and 3 of North-street, 
Charlton, for the B.C. Borough Engineer, Town Hall, 
Greenwich, 8.E.10. 

SEPTEMBER 22.— Bentley-with-Arksey. — ROADS.— 
Reconstruction of about 4} miles of Great North road, 
Doncaster and Tadcaster section, for the West Riding 
County Council. Two contracts. West Riding Sur- 


veyor, County Hall, Wakefield. Deposit £1 each 
contract. 
SEPTEMBER 22.—-Birstall—Matn Roaps.—Recon- 


struction of about 13 miles of the Leeds and Birstall and 
Birstall and Huddersfield main roads, for the West 
Riding County Council. West Riding Surveyor, 
County Hall, Wakefield. Deposit £1 for each (two) 
contract. ; 

SEPTEMBER 22.—Bradford.—Roap.—For the_for- 
mation of road and paths at Myopes School, Daisy 
Hill, for the T.C. City Architect, Town Hall, Bradford. 

SEPTEMBER 22.—Darlington. — Roap. —Widening, 
reconstructing, and surfacing about 5 miles of main 
road, at Darlington, fotthe North Riding C.C County 
Surveyor, County Hall, Northallerton. 

SEPTEMBER 22.—Nottingham.— APPROACH WORLS.— 
For construction of embankment, &c., for the South 
Approach-road, for the C.C. Mr. J. C. Haller, County 
Surveyor, Shire Hall, Nottingham. Deposit £3_5s. 
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SEPTEMBER 23.—Bacup.—INVERT.—To execute 
ferro-concrete work on the Fennebique system, for 
forming an invert in concrete, and covering part of the 
Irwell with ferro-concrete, 4c., for the T.C. Mr. W. H. 


Newton, Borough Engineer, Municipal Offices, Stubby- 


lee Hall, Bacup. Deposit £5. 

SEPTLMBER 23.—Coulsdon and Purley.—SEWER.— 
For construction of 1,300 yds. of 9in. sewer. Mr. R. 
Chart, Surveyor, Council Offices, Purley. Deposit 


£2 2s 

SEPTFMBER 23.—Lendon.—FOUNDATIONS.— For the 
construction of foundations for five blocks of dwellings 
on the East Hill Estate, Wandsworth, for the L.C.C. 
Architect, County Hall (Room No. 3), Westminster 
Bridge, S.E.1. Deposit £1 1s. 

SEPTEMBER 24. — Broa¢moor. — Drainage works at 
the Broadmoor Asylum, for the Commissioners of 
HM. Works, 4c. Contracts Branch, H.M.O.W., 
King Charles-street, London, 8.W.1. Deposit £1 1s. 

SEPTEMBER 24, — Edinburgh. DRAINAGE, — For 
drainage reconstruction work at Craiglockhart Poor- 
house, for the Parish Council. Mr. J. M. Johnston, 
architect, 47, Charlotte-street, Leith. 

SEPTEMBER 24.—Felling.—STREET WORKS.—For 
carrying out of private street works at Felling, Windy 
Nook, and Pelaw Main, forthe U.D.C. Mr. C. W. Hall, 
surveyor, Felling. Deposit £1. 

SEPTEMBER 24.—Northumberland.—ROADS AND 
BrILGES.—For road widening and road diversion works, 
ée.; also for proposed new bridge works at Felton and 
Glenshotten. Mr. J. A. Bean, County Surveyor, Moot 
Hall, Newcastle-on-Tyne. 

SEPTEMBER 24.—Wood Green.—Roans.—For works 
of private street improvements in Solway, Saxon, 
Paisley and Thirlmere-roads, forthe U.D.C. Surveyor, 
Town Hall, Wood Green, N.22. Deposit £1 1s. 

SEPTEMBER 25.—Altofts—FooTpatsa.—For relaying 
and renewing 240 yds. of footpath in concrete and 
natural flags, for the U.D.C. Mr. T. H. Hailstone, 
M.Inst.M. and Cy.E., Surveyor, Council Offices, 
Altofts, near Normanton. 

SEPTEMBER 25.—Lambeth.— RoapS.—For the follow- 
ing :—(a) Making up of Felsberg-road, (b) laying bitu- 
minous paving in Dante-road, (c) taking down and 
rebuilding two bays and piers of boundary wall at 
Lambeth Cemetery, for the B.C. Mr. Osmond Cattlin, 
Borough Engineer, Town Hall, Brixton Hill, 8.W.2. 

SEPTEMBER 26.—Kilmarnock.—WATER PIPES AND 
SEWERS.—For (a) laying water piping; (6 supply and 
laying fireclay sewers; (c) excavation and bottoming 
of roadway ; and (d) erection of stob and wire fencing 
and other works in connection with erection of 72 
houses, at Bonnyton-road, for the T.C. Mr. W. 
Dunbar, Burgh Surveyor, Market Bridge, Kilmarnock. 

SEPTEMBER 26.—Kilmarnock.— WATER PIPING AND 
SEWERS.—(a) Laying of 4 in. water piping ; (0) fireclay 
sewers; (c) excavation and bottoming of roadway ; 
and (d) erection of stob and wire fencing, and other 
necessary works in connection with 20 houses at New 
Mill-road, for the T.C. Mr. Wm. Dunbar, Burgh 
Surveyor, Market Bridge, Kilmarnock. 

SEPTEMBER 27.—Birkenhead.—STREET WORKS.— 
For street works in Norman-street, for the T.C. Mr. 
Chas. Brownridge, M.Inst.C.E., Borough Engineer and 
Surveyor, Town Hall, Birkenhead. Deposit £1 1s. 

SEPTEMBER 27.—Middleton.—WaATER MAIN LAYING. 
—For piping-in the open Goyt along Mill Dam Side, 
Middleton, including the construction of a small storage 
tank: laying new cast-iron water mains, and adjusting 
existing water mains, dc., for the T.C. Borough 
Engineer and Surveyor, Town Hall, Middleton, Lancs. 

SEPTEMBER 27.—+r eigate.—SEWER.—For sewer ex- 
tensions in Balcombe-road, Horley, for the R.D.C. 
Mr. F. E. Traviss, Sanitary Surveyor, 48, High-street, 
Reigate. Deposit £2 2s. 

SEPTEMBER 27.—Surbit-n.—STONE PIPE SEWERS. 
—For the construction of about 400 yds. of 
stoneware pipes for soil and surface water sewers 
on the Westfield Lodge Estate, for the U.D.C. Mr. 
H. T. Mather, Surveyor, Council Offices, Ewell-road, 
Surbiton. Deposit £1 Is. 

SEPTEMRER 29,—Carlisle—SEWERS.—For the con- 
struction of a concrete and brick settling tank, the 
| aying of about 100 lineal yards of 9 in. stoneware pipes 
and other incidental work at Stainton, for the R.D.C. 
Mr. J. C. Boyd, engineer, 18, Bank-street, Carlisle. 
Deposit 10s. 6d. 

SEPTEMBER 29.— Hanwell. — CONVENIENCE. — For 
public convenience, Churchfields, for the U.D.C. 
Surveyor, Council Offices, Hanwell. 

OCTOBER 1.—Dinas Powis.—STKEET IMPROVEMENTS. 
—Street improvement works in Elmgrove-place, Dinas 
Powis, for the Cardiff R.D.C. Mr. William Farrow, 
Surveyor, Park House, 20, Park-place, Cardiff. 

OCTOBER 3.—Cylla and Deri Valleys.——SEWERAGE 
Works.—For carrying out, for the Gellygaer U.D.C., 
of the construction of about 11 miles of 15 in., 12 in. 
and 9 in. diameter glazed stoneware and cast-iron pipe 
Sewers, together with manholes, storm overtlows, 
gauging chambers, and other incidental works. Messrs. 
Wilcox «& ikes, 63, Temple-row, Birmingham. 
Deposit £7 7s. 

OCTOBER 4.—Chester—SEWER.—Construction of a 
surface water outfall sewer in concrete tubes and 
cast-iron pipes, for the T.C. Mr. Charles Greenwood, 
Assoc.M.I.C.E., City Engineer and Surveyor, Town 
Hall, Chester. Deposit x1 1s. 

_ OCTOBER 6.—Beckenham.—ROars.—For the widen- 
ing of Upper Elmers End-road, for the U.D.C. Mr. J. 
A. Angell, Surveyor, Beckenham. Deposit £2. 

XX OCTORER 6,—Lanecashire—ROAD IMPROVEMENT 
AND ERECTION OF COTTAGES.—Improvement of 
Preston-Liverpool main road and erection of four 
cottages in Coe-lane, Tarleton, for the Main Roads 





and bridges Committee of the Lancashire County 

Council County Surveyor’s Office, County Offices, 
eston. 

, OCTOBER 6,—Manchester.—BripGE WIDENING.— 


For the widening of Slade-lane Bridge over the London 
« North-Eastern Railway, forthe T.C. City Engineer’s 
Office, Town Hall, Manchester. Deposit £2 2s. 
OCTOBER 6.—Warrenpoint (North Ireland).—SEWER- 
we —For the improvement of the sewerage, for the 
‘D.C. Mr. 8. J. M’Avoy, M.R.LA.L, 66, University- 
avenue, Belfast. 
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_ OCTOBER 20,—Fermanagh.—Roaps.—For construc- 
tion of roads, for the C.C. Mr. J. P. Burkett, County 
Surveyor, Enniskillen. Deposit £5. 


Competitions. 
(See Competition News, page 428.) 


Buction Sales, Tenders, etc. 


%* SEPTEMBER 22.—Eastbourne.—Messrs. Charles R. 
Davis & Co. will sell, under a deed of assignment, re 
E. G. & §. A. Noakes (trading as Noakes « Co.), by 
order of the Trustee, at the Phenix Works, “5a, 
Pevensey-road, Eastbourne, the whole of the joinery 
manufacturers’, builders’ and decorators’ woodworkin ¢ 
machinery, plant, and stock-in-trade. Auctioneers, 
285, Borough High-street, London, S8.E.1. 

SEPTEMBER 22.—Kent.—Messrs. C. E. Clark in 
conjunction with Messrs. Fox & Mainwaring, will sell, 
without reserve, at the Cattle Market, Edenbrilge. 
K ent, prime new timbers and builders’ effects. Auc- 
tioneers, Beddington House, near Croydon. 

SEPTEMBER 24. — Beckenham, Kent. — Messrs. 
Baxter, Payne & Lepper will sell, with possession. at 
the Mart, 155, Queen Victoria-street, E.C.7, seven 
blocks or 53 plots of freehold building land possessing 
important frontages to the main Croydon road and 
Whitmore-road, on the Eden Park Estate, Beckenham, 
Kent. Auctioncers, Beckenham and Orpington, Keni, 
and 14, Sackville-street, W.1. 

SEPTEMBER 24.—Clacton-on-Sea.—Messrs. Knight, 
Frank & Rutley will sell, in conjunction with Messrs. 
Edwin J. Gilders & Co., by direction of Mr. Arthur 
Webster, Alton Park Estate as a whole or in lots, at 
> Royal Hotel. Auctioneers, 20, Hanover-squaie. 





SEPTEMBER 24.—Lendcn, E.C.4.—Messrs. Cuthbeit 
Lake & Sutton will sell, at the Mart, 155, Queeu 
Victoria-street, E.C.4, 24 acres of freehold building 
land, Alperton, Wembley, just off main Ealing-roa.t, 
and part of Manor Farm. Auctioneers, 9, Stone 
Buildings, Lincoln’s Inn, W.C.2. 

* SEPTEMBER 24.—London, N.W.—Messrs. Joseph 
Hibbard & Sons will sell, without reserve, by order of 
the trustee, E. J. Webber, Esq., F.S.A.A., under a deed 
of assignment, upon the premises, Lancefield Works, 
60, Lancefield-street, Queen’s Park, Kilburn, plant 
and stock of cabinet makers, nearly new machinery, 
&c. Auctioneers, 15, Newington-green, Islington, 
London, N. 16. 

* SEPTEMBER 24:—Lendon, S.E. 1.—Messrs. Charles 
R. Davis & Co. will sell, under a deed of assignment, 
re Mrs. M. A. Sharp (trading as Frank L. Sharp), 
by order of the trustee, at the timber yard, 55, Union 
street, Borough, S.E. 1, selected stock of well-seasoned 
timber. Auctioneers, 285, Borough High-street, S.E. 1. 

SEPTEMBER 27.— Lincolnshire.— Messrs. Escritt 
“ Barrell will sell, at the Estate Sale Rooms, Elmer 
House, Grantham (unless previously disposed of by 
private treaty), the valuable freehold brickworks and 
premises, including Hoffman kiln, machine shed ant 
power house, fitter’s shop and offices, «c., the whole 
extending to an area of 11 acres, 1 rood, 29 perches 
(more or less). Auctioneers, Elmer House, Grantham. 

PRELIMINARY ANNOUNOEMENT. —London, W.— 
Messrs. Knight, Frank & Rutley will sell, in a number 
of lots, in the Hanover-square Estate Room, in Septein- 
ber (unless previously sold privately), a freehold build- 
ing estate known as Broadfields Manor, Edgware, about 
we acres. Auctioneers, 20, Hanover-square, London, 


OCTOBER 1.—Horley, Surrey.—Mr. C. E. Clark 
will sell, without reserve, at Market Field, Horley, 
Surrey, prime timber and builders’ effects (bright, 
square and new). Auctioneers, Beddington ‘House, 
Beddington, near Croydon. 

* OCTOBER 1.—London, S.E.—Messrs. Veryard 
Yates will sell, to clear site, without reserve, ‘* Hazle- 
wood,” Church-road, Upper Norwood, useful building 
materials, from demolition of the mansion. Auc- 
tioneers, 365, Norwood-road, 8.E. 27. 

OCTOBER 9.—London, E.C.—Mr. Joseph Stower 
will sell, at Winchester House, Old Broad-street, E.C., 
freehold property containing the important area of 
74,700 ft., or about 1# acres, on the north side of the 
main road between Bow Station and Bow Bridge, 
formerly St. Catherine’s Convent. Auctioneer, 45, 
Chancery-lane, London, W.C.2 


Jette 


Public Appointments. 


SEPTEMBER 24.— Middleton, Lancs. — Surveying 
Assistant in the Borough Engineer and Surveyvr'’s 
Department required by the Town Council of Middleton. 
Mr. J. P. Walmsley, Town Clerk, Town Hall, Middictou, 
Lancs, endorsed “ Surveying Assistant.” 

SEPTEMBER. — London, .E.1.—(a) Lecturer in 
Architecture and Building; (5) Instructor in Brick- 
work, required by the Governors of the Borough Polv- 
technic Institute, for two evenings a week. Mr. J. W. 
Bispham, Principal, Borough-road, London, S.E.1. 

SEPTEMBER.—Wimbledon, S.W.19.—Evening Lec- 
turer in (a) Surveying, (b) Brickwork and Masonry, to 
the Standard of Grade 1 City and GuildsSyllabus. Thic 
Principal, Technical Institute, Wimbledon, S.W.19. 

OcTOBER 14.—Auckland, New Z2alind.—Professur 
of Architecture required by Registrar, Auckland Unive.- 
sity College, Auckland. London Agent of the Univer- 
sity of New Zealand, J. W. Joynt, M.A., 83, Gower- 
street, W.C.1. 

* NO DaTE.—Gold Coast.—Draughtsman required 
by the Government of the Gold Coast, for the Public 
Works Department, for two tours of 12 to 18 months’ 
service, with possible extension. Crown Agents for 
the Colonies, 4, Millbank, London, 8.W.1, quoting 
clearly at head of application M /13089. 

* No Datr.—Sudan.—Foreman of Works required 
by the Sudan Government. Consulting Mechanical 
Engineer, Sudan Government Railways and Steamers, 
Wellington House, Buckingiam Gate, Lonion, 8.W.1). 


455 


HOUSING WITH STATE 
ASSISTANCE 


The following figures, issued by the Ministry 
of Health, show the position of housing scheme; 
under the Housing, &c., Act, 1923, on the 
under-mentioned dates :— 

1. Houses AUTHORISED BY THE MINISTER OF 
HEALTH—up to September 3rd, 1924— # ' | 
To be erected by local authorities .. 55,286 
To be erected by private enterprise 103,233 

Total oa be . 158,519 

2. Houses INCLUDED IN DeFrnrte ARRANGE- 
MENTS—on or before September Ist, 1924— 
Schemes of local authorities : 

Number of houses included in 
contracts or in approved direct 


labour schemes... es 39,965 
Private enterprise : 

Number of houses included in 
undertakings given by the local 
authorities under section 2 (3) -. . 69,844 

Number of houses approved by the 
Minister under section 3 and included 
in contracts .. “s ea .% 5,714 


Total (included in Table) .. 115,523 
3. BurLpine Proaress—at September lst, 
1924— 


Founda- Total 
tions Roofed under Com- 
com- in. construc- pleted. 


pleted. tion. 
Schemes of local 9,704.. 7,224..16,928.. 8,566 
authorities 
Private enterprise 17,846.. 15,750. . 33,596. . 17,781 





Total houses (in- 
cluded in Table 
2) én .. 27,550. . 22,974. . 60,524. . 23,347 ° 
Note.—Tables 1 and 3. For 42 local 

authorities from whom Returns for September 

Ist, 1924, have not yet been received, the 

numbers included above are taken from the 

previous month’s Returns. 


——ere 


New Romford Institution. 


The foundation stones were recently laid of 
the Romford Institution, in connection with 
the guardians’ scheme for providing additional 
accommodation. The new buildings will cost 
approximately £100,000. 


A Flint Chapel. 


The chapel at Godsfield, New Alresford, 
Hants, has recently been scheduled for preserva- 
tion as an ancient historical building. Built of 
flint, with ashlar dressings, it dates from about 
1360. 

British Commercial Gas Association. 


The thirteenth annual conference of the 
British Commercial Gas Association is to be 
held in Liverpool under the Presidency of 
Alderman H. Wade Deacon, on September 29 
and 30 and October 1. The speakers at the 
public conference on October 1 will include 
the Bishop of Liverpool, Dr. A. A. David, who 
will deliver an address on “‘ The Worker and his 
Work ”—human relations in an industrial age— 
and Sir Lawrence Weaver, K.B.E., Director of 
United Kingdom Exhibits at the British Empire 
Exhibition, who is to speak on “ Art in Industry” 
—the influence of beauty in industry and com- 
merce. 





“Empire Forestry Journal.’’ 


We have received from the Empire Forestry 
Association, Imperial Institute, London, the 
July issue of the Empire Forestry Journal. 
It includes an interesting series of articles on the 
timber supplies of Burma, North America, and 
the Pacific Coast, together with an account 
of the lumber industry of British Columbia. 
Forestry in Tanganyika, South Africa and 
New Zealand is also dealt with, and an account 
is given of the Empire timbers at Wembley. 
Attention is called to a change in the by-laws, 
which enables members of the forest services 
of the Empire and others who make forestry 
their profession, to join the Empire Forestry 
Association as professional members, at an 
annual subscription of 10s. 6d., with all the 
privileges of membership. 
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‘9X THE BUILDER & 


PROPOSED NEW BUILDINGS& OTHER WORKS * 


In these lists care is taken to ensure the accuracy of the information given, but it may occa- 
sionally happen that, owing to building owners taking the responsibility of commencing work 


before plans are finally approved hy the local authorities, “ proposed 
Abbreviations : 


blication have been actually commenced. 


” works at the time of 
.<C. for Town Council; U.D.C. 


or Urban District Council; R.D.C. for Rural District Council; E.C. for Education Committee ; 


B.G. for Board of Guardians; B.C. for Borough Council; P.C. for Parish Council; 


M.H. for 


Ministry of Health ; M.T. for Ministry of Transport ; and B.E. for Board of Education. 





ABERCARN,.—The U.D.C. has approved of the Llan- 
over Estate scheme for the erection of 600 houses. 
The scheme provides that the estate should build the 
houses. 

ALVERSTOKE.—The B.G. proposes to carry out a 
acheme to include a laundry boiler and disinfector, 
and additional lavatory accommodation in the female 
ward of the House of Industry. The total cost will 
be about £5,000, 

ASHTON-UNDER-LYNE.—The Recreation Grounds 
Committee of the T.C. have decided to apply to the 
M.H. for sanction to borrow £1,050 for the purchase 
and levelling of land in William-street, which it is 
proposed to use as a recreation ground. 

AYLESEURY.— The T.C. has reserved two sites on 
the housing estate, one for the erection of an infants’ 
school and another for the erection of a building for 
central day continuation and _ technical schools. 
Another hundred houses are to be built, and tenders 
have been accepted for 64 at £30,390, and 36 at 
£123,888. The B.S. has submitted plans of a scheme 
for sewage disposal, and been asked to prepare 
estimates as to cost. A refuse disposal scheme is 
under consideration. 

BARNES.—Queen's Ride Bridge is to be repaired 
at a cost of £460 Plans passed: Nine houses, Stone- 
hill-road, for Messrs. Rosevears, Ltd.; six houses, 
Nassau-road, for Mr. E. Broughton; house, Christ- 
church-road, for Mr. W. Burridge ; 32 houses, Warren- 
avenue, for Barker’s Estate; bungalow, Mortlake- 
road, for Mr. A. Dawkins; house, Sheen-drive, for 
Messrs. Crouch & Coupland; five houses, Stanley- 
road, for Mr. R. B. Rowell: film store, Station-road, 
for Mr. G. J. Viner. 

BARNSLEY The Housing Committee recommends 
the purchase of 21 acres at Ardsley, and 2 acres at 
Cariton-lane, for housing schemes. Mr. C. Smith, 
the contractor for the Ardsley scheme, is to be asked 
to submit a price for the erection of 90 additional 
houses, and Messrs. Fairhurst Bros. to quote a price 
for erecting 50 houses. The Housing Committee 
recommends acceptance of the offer of the U.K.H. 
Syndicate, Ltd., to erect 50 cottages in pairs according 
to the Borough Engineer's plan, at £670 per pair. 
The Library Committee is in communication with 
the Carnegie Trust regarding a grant towards the cost 
of a new library.— Recreation rooms and playing fields 
situate near the garden suburb at Hollinwood are to 
be provided at an early date for the employees at the 
Woodpark Colliery and the Hollinwood Colliery. At 
a meeting of the Limehurst D.C. preliminary plans were 
approved of the scheme.— Plans passed by the T.C.: Two 
houses in Mount Vernon-road for Mr. D. R. Snowden ; 
bungalow in Belgrave-road for Mr. H. Hibbert; two 
bungalows in Dodworth-road for Mr. F. Burkinshaw ; 
warehouse in Windermere-road, for Mr. H. Ambler. 
Relief schemes proposed include concreting, kerbing, 

channelling and forming footpaths in a number of roads 
at an estimated aggregate cost of £5,566, 

BLACKBURN.—Plans approved by T.C.: Bungalow, 
Pleckgate, for Mr. Edward Moorcroft; two houses, 
Lammack-road, for Mr. Gerald R. Clayton; two 
bungalows, Pleckgate, for Mr. 8S. T. Braidwood ; 
bungalow, Fecitt brow, Mr. John Brindle ; four houses, 
Lynwood-road, Messrs. Penny Bros; two bungalows, 
i leckgate, Messrs. KE. Mercer & Sons. 

BLACKPOOL, The Housing Committee have decided 
to acquire a further site at Layton for the completion 
of the Corporation housing scheme in that district. 

BLACKWOOD (MON).—The Miners’ Welfare Council 
has taken control of the Blackwood Institute, and a 
permanent new structure is to be erected. Plans have 
been passed. This and other welfare projects in the 
district are estimated to cost, together, £27,000. 

BOLTON.—The Committee of the Hulton Ward 
Labour. Association have acquired a site in Ellesmere- 
road for proposed new club premises, plans for which 
have been submitted to the T.C. for approval. 

BRaAprFORD.—Plans have been prepared for the 
erection of a warehouse in Wilton-street, for Messrs. 
J. Holmes & Co. Tenders for the building work are 
about to be invited by the architects, Messrs. Ross & 
Briggs, Bradford 

MRIGHTON.—The T.C. has completed the laying-out 
f two recreation grounds at Dyke-road and Lewes- 
road. 

BRISTOL Estimates for new road works, brought 
before the Corporation by the Sanitary Committee, 
include road, St. John's-lane to Parson-street, 
estimated cost, £17,250: road, Parson-street to Bed- 
minster Down, £13,100; widening Parry’s-lane, 


£21,180; widening Coombe-lane, Stoke-lane to Cross 
Elms, £3,720; road, Dingle-road to Coombe Dingle, 
£20,420; widening road opposite St. John's Schools, 


Durdham Down, £600; road, extension of Stoke Hill 
at Junction of Sea Mills-lane, £10,480 ; road, Hillfield- 
avenue to Midland-road, £1,360; road, Lodge Hill to 
Woodland Way, £4,260; extension and widening of 
Park-road, Shirehampton, £11,380; road and widening 
Gordon-road, Rose Green-road and Royate Hill, 
Fishponds, £48,910; widening Wick-road between 
Sandy Park-road and Sandbach-road, £1,500—total, 
£154,160. Other proposed works are to widen Netham 
road at a cost of £4,860, 

BROMLEY.—Plans passed by T.C.: House, Quern- 
more-road, Kinnaird Park Estate Co.; two houses, 
Holligrave-road, Messrs. T. Crossley & Son; bungalow, 


* See alao our List of Contracts. Competitions. ete. 


Avoniale-road, Mr. A. Frampton; house, Edward- 
road, Messrs. Oetzmann & Co.; sub-station, Madeira- 
avenue, Bromley Electric Light Co.; house, London- 
lane, Messrs. Perry Bros.; house, Park-grove, Mr. P. 
Coad; bungalow, Woodside-road, Mr. J. Ransom ; 
two houses, Southlands. 

LBUtNLEY.—The Corporation propose to acquire 
about 170 acres of land at Towneley for playing fields. 

-Plans passed by T.C.: Pair of houses in proposed 
street off Rosehill-road, Mr. L. Todd. 

BURTON-ON-TRENT.—The T.C. has decided to build 
a covered-in annexe to the market hall. The cost is 
estimated at £1,700, 

CARLISLE.—The T.C. has approved of plans for the 
erection of a new generating station, at an estimated 
cost of £233,882.—The Corporation is to widen and 
reconstruct the Caldew Bridge and St. Nicholas bridge 
at a total expenditure of £108,500. 

CARMARTHENSHIRE.—Grants have been made by 
M.T. as follows in connection with the C.C. roads im- 
provements schemes: Lianelly-Carmarthen road 
widening, £3,500; lLlanelly-Lougher road improve- 
ment, £6,000; Lianelly-Trimsarau road widening, 
¢z,000, and for the Carmarthen-Newcastle Emlyn road 
improvement, £2,500. The County E.C. is to erect 
a new science laboratory at Carmarthen County School 
(estimated cost, £1,720) and is considering erection of 
additional scholars’ accommodation at the school. The 
committee is also to erect a new gymnasium, a brick 
building, at Llanelly County School, at an estimated 
cost of £1,850. The erection of changing rooms and 
lavatory accommodation for the girls’ department is also 
under consideration. The G.W.R. Co. has notified the 
Lianelly B.C. that a scheme for extensive additions 
and alterations to the railway station will be sub- 
mitted to the Council for approval. 

Caxron,—Formal sanction has been received by the 
R.D.C, to the borrowing of £1,800 for the erection of 
four houses at Gamlingay. 

CHATTERIS.—Plans passed by U.D.C.: Messrs. 
Shanks & Toms, for a building in London-road, for Mr. 
A. Curtis. 

CLIPSTONE.—The Duke of Portland has given a sum 
of £1,000 towards defraying the cost of a parsonage for 
the new village of Clipstone, for which plans are now 
being prepared. 

CLITHEROE.—The scheme for the erection of over 
100 dwellings on the Goosebutts Estate of Clitheroe 
Corporation is likely to go on, The legal formalities 
are now in process of being carried through, and once 
they are completed Messrs. Moore, the Morecambe 
contractors, who are now developing the Pimlico- 
road district, intend to start work at once. The 
R.D.C. have decided that the new ferro-concrete 
bridge to be erected over the Ribble at Grindleton 
should be built opposite the bottom of Darkwood 
Brow. This will involve the construction of a new 
length of road on the Yorkshire side of the river at 
in additional cost of £1,000. 

COSELEY.—Owners of premises in Woodsetton-road 
are making arrangements for sewer cennections with 
the Sedgeley Council’s system. 

Crompron.—The D.C. have decided that the two 
plots of spare land on each side of Saits-street should 
be fenced and drained, and laid out as two separate 
playgrounds for boys and girls, and have instructed 
the Surveyor to prepare a scheme. 

Diss.— Plans passed by U.D.C.: 
erected by the British Petroleum Co. 

DONCASTER.—The Central Fund of the Miners’ 
Welfare Scheme has made a grant of £3,500 for exten- 
sions to the Central Technical College. 

DOUGLAS (ISLE OF MAN).—The B.S. has prepared 
plans for the widening of the approach to the Victoria 
Pier at an estimated cost of £91,000. Plans passed : 
New school and hall, Playing Fields-road, for St. 
Ninian’s Church. 

DROxFORD.—Plans passed by R.D.C.: Bungalow at 
Gregory-lane, Durley, for Mr. Gough ; schoolroom for 
the Primitive Methodist Trustees at Hambledon ; two 
houses for Mr. W. Hammond at Swanmore; eight 
houses for Mr. E. C. Miles at Bishop’s Waltham; 10 
houses for Mr. L. A. Short at Shedfield. 

DUBLIN.—Plans passed by T.C.: Castle-avenue, 
Clontarf, house, Mr. H. G. Smith. 

DUNDEE.—Plans and sections of proposed new 
buiidings, &c., in Dundee have been lodged at the o‘fice 
of the City Engineer. 

FARNHAM.—Plans approved by R.D.C.: House at 
Dippenhall, for Mr. H. Falkner ; bungalow at the Pride 
of the Valley-road, Churt, for Miss E. R. Dallas; 
two cottages near Churt Post Office for Mr. Paul 
Goldie. 

FEATHERSTONE.—Plans passed: The M.H, has ap- 
proved of a scheme for the erection of houses which in- 
cludes 100 houses per year for two years. Plans and 
specifications are being prepared by the Surveyor’s 
Department, and tenders are to be invited. 

FLETTON.—An old flax factory has been purchased 
by Messrs. Kemil, Ltd., for the purpose of establishing 
a silk works. 

GLAMORGAN.—The Neath R.D.C. has decided to 
carry out private street works at Dulais Higher; the 
Bridgend Cottage Hospital Governors are to ask sub- 
scribers to authorise the building of a new hospital or 
the taking over of Glanogwr House (lately the residence 
of Lord Swansea) and converting same to hospital use. 
The estimated cost of the scheme is about £12,000, 
The M.H. has sanctioned the borrowing of £31,600 by 
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the Portardawe R.D.C. for housing purposes. The 
Council is shortly to invite tenders for the erection of 
10 houses at Alltycham site. The C.C. has been noti- 
fied of grant of £1,500 toward cost of improving the 
Cardiff-Swansea main road. The Penarth U.D.C. and 
Cardiff R.D.C. are jointly to construct a new road 
extending from Cliff Parade, Penarth, to Seven Sisters, 
to be met at Lavernock by a drive to Sully, above Swan- 
bridge beach, and thence to Barry. The Caerphilly 
U.D.C. and the Town Improvements Committee have 
in consideration a scheme for laying out Bronrhiw ag q 
welfare area. This, with the lay-out of Castle Field, is 
estimated to cost £7,000. The U.D.C. is preparing a 
building scheme. 

GLascow.—Plans passed by the Dean of Guild 
Court: To Glasgow Corporation Housing Department 
to form streets and sewers at Low Balornock, the site 
of a housing scheme. John Taylor, builder, Giffnoch, 
house in Woodburn-road; William Hood, Ltd., 6, 
Union street, factory at Cadogan-street; J. «& D, 
Hamilton, Ltd., 115, Port Dundas-road, factory, etc, : 
Corporation Electricity Department, electricity works, 

-The Scottish Board of Health has agreed 
to make a grant of £180 per bed towards the scheme for 
the proposed new pavilion of 24 beds at the Bellefield 
sanatorium. The City Engineer has prepared plans 
for an infant welfare clinic at Elder Park, estimated to 
cost £6,500. It is proposed to erect a similar centre 
at Springburn and plans have been approved by the 
Scottish Board. The committee is to report on a 
suggestion for the construction of a walled embank- 
ment along the south bank of the Clyde between the 
weir and the suspension bridge at M‘Neil-street. A 
shelter and lavatories are to be erected at the Clarkson 
tramway terminus at a cost of £800. Two properties 
adjoining the electricity showroom in Sauchiehall- 
street are to be purchased at a cost of £1,045 for en- 
larging the showroom. The Housing Committee re- 
commends that the work of erecting houses on the 
ground at Summerton-road, Govan, are to be carried 
out by contract, and that the surveyor is to be 
appointed measurer to prepare the necessary schedules. 
The Extensions Committee has now scheduled 
the areas sought to be added to the City. Parlia- 
mentary sanction is needed for the adoption of the 
extension proposals. 

HARPEN DEN.—Plans passed by U.D.C. : Two houses, 
Moreton End-lane, for Mr. J. Catton ; bungalow, More- 
ton End-lane, for Mr. J. Catton; house, Park-avenue, 
for Mr. H. Griffiths; rebuilding of “‘ The Rose and 
Crown ,” for Messrs. J. W. Green, Ltd. ; house, Hillside- 
road, for Mr. G. Rabbetts ; bungalow, Cowper-road, for 
Mr. R. A. Finch; house, Hillside-road, for Mr. C. F. W. 
Snoxell; sewer, Hillside-road, for Messrs. A. Harris 
& Son; house, Station-road, for Messrs. Freeman Bros. 

HASLING»EN.—The parishioners of St. Andrew’s 
Mission are raising funds for the renovation and repair 
of their chapel, estimated to cost £360. 

HAZEL GROVE.—Plans passed by U.D.C.: House, 
Glendene-avenue, for Mr. Snow; two houses, Bramhall 
Moor-lane, for Messrs. Unsworth & Wilson; house, 
Robins-lane, for Dr. Thompson; bakehouse, off 
Commercial-road, for Mr. P. Oldham; bungalow, 
Robins-lane, for Mr. H. Mills; two houses, Grange- 
road, for Messrs. Hallows & Co.; house, Ack-lane, for 
Mr. Croucher; three houses, Lawrence-road. for 
Mr. H. Vernon; new street, Lawrence-roac, Hazel 
Grove ; two houses, Chester-road, for Messrs. Chappell 
“ Booth; 16 houses, Bean Leach-road, for Mr. T. 
Harding. 

HEMSWORTH.—The Electricity Committee of the 
R.D.C. propose to carry out the following scheme, 
subject to the approval of the Electricity Commis- 
sioners. Three sub-stations are to be erected at 
Frickley, Grimethorpe and Brierley. The Surveyor 
has prepared plans of a lay-out for 150 houses at Great 
Houghton, and another scheme is being prepared for the 
erection of 52 houses. The South Kirby Parochial 
Committee are urging for 100 concrete houses to be 
erected and these are to be considered. 

Higu Wycompr.—An inquiry has been held by the 
M.H. into the application of the T.C. for sanction to 
a loan of £7,000 for extension of water mains.—The 
erection of an additional 60 houses, under the T.C.’s 
housing scheme, is contemplated. 

HINDLEY.—Application by the D.C. is to be made 
to M.H. for sanction to borrow £13,000 for works 
of sewerage and sewage disposal, including the erection 
of new works at Abram. 

Hovr.—Plans passed by the T.C.: Mr. J. Nutley, 
for Capt. G. S. Leach, class room, The Wick school ; 
Mr. J. M. Comber, for Mr. C. Comber, eight pairs semi- 
d cached houses, Reynolds-road ; Mr. C. Comber, semi- 
detached house, 47, Grange-road; Mr. J. Bately, for 
Messrs. W. E. & P. J. Lynn, pair semi-detached houses, 
Hove-street ; Mr. G. M. Jay, for Messrs. Morris & Jay, 
four detached houses, Glebe-villas ; Messrs. Denman « 

Son, fo: Mr. A. A. Jones, conversion into flats, 
Rochester-gardens. 

KIRKHAM.—The U.D.C. decided that application 
be made tothe M.H. for loans of £250 for the purpose 
of extending the sewer in Freckleton-road, and £25” 
for extending the culvert in Orders-lane. 

LEEDS.—Extension of accommodation at _T.C.’s 
Meanwood Park Colony is estimated to cost £70,000. 

‘Sanction has been given to the borrowing by the 
T.C. of £2,567 for renovation of Old Hall at Killingbeck 
Sanatorium and provision of additional accommodation 
for the staff of the Institution and recreation room 
and dining room for female patients.—Plans passed 
by T.C.: H. Crowther and W. Houghton, two semi- 
detached houses, Walsh-lane, New Farnley; F. & J. 
Purdy, two semi-detached houses, Grove Hall-parade, 
Beeston ; G. Stocks and W. Hudson, two semi-detached 
houses, Farm-hill, Meanwood; W. Teal, 12 _seml- 
detached houses, Cambridge Gardens Estate, Leeds. 
and Bradford-road, Bramley ; Mrs. M. Catley, detached 
house, Town-street, Middleton; Clarke and Hutf, 
two semi-detached houses, Grove Hall-avenue, Beeston . 
William Brinkman, junr., semi-detached house, “irk- 
stall Mount: Adam Jackson, two semi-detache 
houses, Grove Hall-drive, Beeston; Herbert Gregory 
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ngalow, Toronto-place, Chapel Allerton Hal! Estate ; 

Thomas At - two semi-detached bungalows, Blue Hill- 
Wortley. 

i VERPOOL.—Plans passed by the Corporation: 
Hatton’s-lane, 12 houses, Eldred-road, 28 houses, 
jowers-road, 28 houses, T. Wainwright & Sons, for 
noberts, Jones & Co.; Aigburth-road, four houses, 
z, Owens «& Son, for J. Hughes; Primrose-road, two 
pouses, W. B. Clare, for G. 8. Louden and another ; 
Holy-road, extension of “ University Hall,” F. C. 
trench, for the University Committee ; Calder-drive, 
pouses, J. Capstick, for E. T. Cooling; Orchard-lane, 
+wo houses, H. J. Trantom, for Roxburgh «& Harrison ; 
(rehard-lane, four houses, R. Musgrave, for self; 
garden-lane, bungalow, Medcalf & Medcalf, for A. T. 
ines; Garden-lane, bungalow, R. Musgrave, for J. 
Gogsett; Yew Tree-road, cottage, F. C. Trench; 
Walton-park, four bungalows, J. W. Harding, for R. 
Gordon Last; Mill-lane, Old Swan, flour mill, Fenton 
¢Hollier, for Price Bros.; Garston Old-road, two houses, 
R. Owens & Son, for Williams & Jones ; Broad Green- 
wad, two houses, Walter Lothian, for self; Brewster- 
street, five houses, T. Griffiths, for self; Heathfield- 
wad, house, J. N. Meredith, for Capt. J. T. H. Ward ; 
Yale-road, Woolton, 23 houses, City Engineer, for 
Corporation; Ferguson-road, 17 houses, Larkhill- 
ne, 22 houses, Sandy-lane, 54 houses, North-way, 
17 houses, Statton-road, 19 houses, New-road, 52 
houses, Springwood Estate, 31, houses, for the Cor- 
poration ; Allerton-road, five houses and shops, Brown 
« Sanders, for Evans & Howarth.—The T.C. has 
received sanction to borrow £23,500 for provision of a 
fre station, firemen’s dwellings, &c., in Longmoor-lane. 

LoypON (BERMONDSEY).—Plans have now been 
passed by the L.C.C. for the conversion of the Parish- 
street workhouse into flats for temporary rehousing 
purposes. The Council has authorised the work to be 
carried out by the Building Works Manager, whose 
estimate is £12,628. The Building Works Manager has 
heen authorised to carry out repairs at the central 
library at a cost of £336. Plans passed : New approach 
toriver through Morgan’s-lane for proprietors of Hay’s 
Wharf, Tooley-street ; 12 shops and flats, Tower Bridge- 
road, for Mr. E. L. Haynes on behalf of Messrs. E. 
Mortimer, Ltd. 

LonDON (CAMBERWELL).—The B.C. reports in favour 
of the following plans which have been forwarded 
by the L.C.C.: 16 houses, Ruskin-walk, for Messrs. 
Andrews & Peascod; building, 92-95, Rye-lane, for 
Messrs. Woolworth & Co., Ltd.,; five houses, Hill 
Court-road, for Mr. Figgis; six lock-up shops, Nor- 
wood-road, for Mr. Cooper; building at Nos. 3, 4, 5 
and 8, Graces-mews, for Mr. J. C. Collings; buildings 
at the corner of Peckham Rye and Nunhead-crescent, 
for Messrs. Downton & Co. ; shops on site at corner of 
Peckham Park-road and Greenhundred-road, for 
Messrs. A. Robertson & Sons. 

LONDON (DENMARK HILL).—The L.C.C. has prepared 
a scheme for the widening of Denmark-hill at a cost of 
about £17,000, 

LONDON (LAMBETH).—The L.C.C. gives notice of its 
intention to erect a new elementary school for about 
500 children and capable of enlargeme nt by 128 places 
to serve the districts of West Norwood and West 
Dulwich. 

LyYT#4M.—The Corporation have commenced the 
work in connection with the cutting of the new road 
irom the junction of Fairlawn-road and Clifton-drive 
= junction of Seafield-road and the Beach-road at 
/ytham. 

MERTHYR TYDFIL.—The B.C. is to borrow £2,200 for 
housing purposes, including a site purchase, at Tre- 
larris. The Central Welfare Committee has made a 
srant of. £3,000 in connection with the lay-out of 
Coffee Tavern Field, Merthyr Vale, as a recreation 
sound. In connection with the proposed new library 
to beerected by the B.C. at an estimated cost of £12,500, 
4 deputation waiting upon the Carnegie Trustees has 
Seen assured of grant of £4,500, plus 10 per cent. 
oward the cost. A number of unemploy.nent relief 
schemes are to be put in hand by the B.C, and a definite 
move has been made toward hastening a start upon the 
‘um districts clearance scheme, and the erection of 
houses in connection therewith. 

MONMOUTHSHIRE.—A church extension scheme is 
being taken in hand for the parish of St. Andrew’s, 
‘ewport. It is proposed to build a new church at an 
*stimated cost of £18,000, a new Sunday school at an 
est mated cost of £15,000, and a new vicarage. A site 
lias been secured near the junction of Corporation 
~— Cromwell-roads for the church and vicarage, and 
ee Jenkins and Oakley-streets for the Sunday 
. ol buildings. The Council is negotiating with the 

redegar Estate and Tredegar Coal and Iron Co. anent 
sand for 4 proposed new road from Commercial-street 
\Ashvale. The C.C. has been promised a 50 per cent. 

= grant for the widening of Usk-Crumlin road. 
deci OkPE.— The South Elmsall E.C. have 
Vn2t to place a contract for the alterations at the 
ca horDe Middle School for the sum of £4,567, 

Ne, the approval of the B.E. 

Walken as LE-ON-TYNE.—The bottom of the lake in 
~d Park is to be cemented, cost £2,580. 

we EWPORT (I. 0. W.).—Plans approved by the T.C. : 

conan W. Matthews & Son, office proposed, in Trafal- 

T-Toad. 

PR Pont (Mon.).—Plans passed by T.C.: Cumber- 
Pilar ds house, for J. Fisk (Scott & Black, architects) ; 
gardene -ark-avenue, conversion of building into 
atchites . ott@ee, for W. M. Blackburn (F. 8. Swash, 
hon A Commercial-street, six shops and six 
atchitee for Jacobs «& Phillips (Page « Lawrence, 
atchinnns Acacia-avenue, bungalow, for H. Davies 
for R o J. W. Holmes); St. Julian-road, house, 
Gane Jones (Graham, Hitchcox & Co., architects) ; 
4), omtion-road, warehouse, for F. James (A. E. 
cated, rchitect).—Private street works are to be 
= by the T.C. in Hawthorn-avenue and Linden- 


c mn Plans passed by T.C.: Werneth Cricket 
Smethun. “ entrance gates, Chamber-road; 8. & J. 
Works 7 Itd., transformer house, Lowside Brick- 

the Trustees of Ross-street Independent 


7 THE BUILDER % 


Methodist Sunday School, re-arrangement of outside 
lavatory accommodation, Independent Methodist 
Sunday School, Ross-street; Trustees of St. Mary’s 
Catholic Church, two new vestries, St. Mary’s Catholic 
Church; H.. Chester, wood and brick. outbuilding, 
23, Crete-street; J. Austerberry, wood and. bric 
outbuilding, 32, Beechey-street ; I. Barber, five houses, 
Ripponden-road. 

PAIGNTON.—The Surveyor has been instructed to 
paint and decorate the Badminton Hall. The U.D.C. 
is considering the purchase of the Victoria nurseries for 
pleasure ground purposes. The M.H. is to hold an 
inquiry into the application for a loan of £7,000 for 
laying new water mains. As more houses are to be 
built in Ordway-road the Surveyor has been asked to 
prepare a scheme for widening the road. The Surveyor 
is to prepare estimates of a scheme for the extension 
of the depot in Mill-yard. Mr. F. W. Eggins has been 
appointed Council Architect for the housing scheme at 
Preston. The Water Committee has met a committee 
of the Brixham U.D.C. to discuss heads of an agree- 
ment regarding a bulk water supply. Draft estimates 
have been prepared by the Surveyor for laying out the 
Whitley recreation ground. The Surveyor has pre- 
pared estimates of the cost of filling in the land at 
Goodrington Sands and erecting two shelters, and appli- 
cation is to be made for sanction to a special loan of 
£3,000 for the scheme. The offers of Messrs. R. 
Veitch & Sons and Messrs. Treseder & Co. have been 
accepted for the preparation and carrying out of 
schemes for the development of Goodrington Park.— 
Plans passed : Two houses, Manor-gardens, for Messrs. 
Ballenger & Clarke; two houses, Manor-gardens, for 
Messrs. Maunder & Sons; house, Cliff-road, for Mr. 
W. E. Forster; shop and flat, Torquay-road, for Mr. 
A. H. Kenwrick; two houses, Dartmouth-road, for 
Messrs. Pitman & Hayman; house, Clennon-park, for 
Mr. 8. Batten; house, Preston Down-road, for Mr. 
W.H. Webber; bungalow, Manor-road, for Mrs. Clara 
Martin; new road, sewer, shop, showrooms and 
offices, Winner-street, for Mr. S. Batten; five houses, 
Orient-road, for Messrs. Caunter Bros; bungalow, 
Goodrington Lane, for Messrs. C. & R. E. Drew. 

PEMBROKESHIRE.—The Pembroke T.C. is to invite 
other authorities to join in soliciting the G.W.R. Co. to 
improve and make additions to Whitland railway 
station. The M.T. has agreed to make grant of £75,000 
in connection with the reconstruction of the Haverford- 
west-Fishguard road by the C.C. and local authorities. 


PETERBOROUGH.—The City Engineer is to prepare 
a report on the decorative scheme for the Council 
Chamber at the Town Hall. The Milton Estate 
Office has had tenders for a new building, to be erected 
in Cathedral Gateway. A street widening is to be 
considered near the ‘“ Cherry Tree” Inn, on the 
Oundle-road. Thorpe Park and Church-lane are to 
be improved. The Town Clerk has been authorised 
to interview the Lord Bishop of Peterborough to 
ascertain his views with reference to a proposal to 
take over part of the Palace Gardens. Application is 
to be made for a grant towards the proposed widening 
of Narrow-stieet. Land in Star-road is being pur- 
chased for housing, and the City Engineer has been 
instructed to prepare plans for the erection of non- 
parlour houses. Modified plans are to be prepared for 
the erection of an infant welfare centre. Plans passed : 
Lecture room at St. Peter’s College, for Dean and 
Chapter; house, Grange-road, for Mr. H. Maycock ; 
bungalow, Fairfield-road, for Mr. Green; house, 
Gladstone-street, for Mr. A. Brown; house, Grange- 
road, for Mr. W. J. Mayes; house, Alexandra-road, 
for Mr. C. Barlow; house, Grange-road, for Mr. H. A. 
Sutton; two houses, Fairfield-road, for Messrs. Corner 
& Campion. 

PONTEFRACT.—The Corporation’s road works, as 
approved by the C.C. during the coming year, are as 
follows: Repairing Beastfair from Ropergate to Front- 
street with granite setts, £3,552 ; widening of Wakefield- 
road opposite Beechwood House from Shepherd’s 
Farm to Priory-terrace, 420 yards, £1,235. 

PORTSMOUTH.—The Markets Committee has been 
asked to consider the acquisition of the Oxford-street 
and Lake-road site for the purposes of an open market. 
The Tramways Committee has been asked to consider 
the abandonment of the proposal to extend the tram- 
ways, and to provide other travelling facilities. Per- 
mission is to be sought for a loan of £3,500 for recon- 
ditioning the Canoe Lake grounds, and £3,500 for 
reconditioning the Kingston recreation ground. 
Concrete steps are to be constructed on the esplanade, 
at a cost of £575. The B.E. has approved of the 
site for the northern secondary school for boys. The 
B.S. is to formulate a scheme for the northern end of 
Eastern-road to enter the Havant-road through 
Cosham. The Southern Railway has consented to the 
scheme for the widening of Fratton Bridge, estimated 
to cost £9,000. Sanction has been given for loan of 
£17,755 for works in connection with the lay-out of 
the first portion of the Southsea Common. Plans 
passed: Trustees, Congregational Church, Milton, 
Sunday school, Milton-road; Messrs. C. & F. Oliver, 
two houses, Empshott-road ; Portsmouth Corporation 
Electricity Supply, transformer, Southampton-road, 
Cosham ; Messrs. Fox & Smith, four houses, Kimbolton- 
road; Messrs. C. W. Stigant & Sons, 17 houses, 
Devonshire-avenue; R. J. Winnicott, eight houses, 
Thurbern-road ; Messrs. J. J. Young, Ltd., rebuilding, 
** Electric Arms,”’ beer-house, Fratton-road; C. W. 
Dye, private extension—road, Kirby-road; R. J. 
Winnicott, private extension—road, Thurbern-road ; 
R. J. Winnicott, six houses, Devonshire-avenue. 

PRUDHOE.—Plans approved by U.D.C.: Four semi- 
detached houses at Low Prudhoe, for Messrs. W. 8. 
Allen, M. H. Armstrong, R. F. Fletcher, and W. F. 
Chapman. 

RAMSBOTTOM.—Plans have been approved by the 
D.C. for the erection of four houses in one block in 
Longsight-road, Holcombe Brook, for Mr. J. Castle, 
and for the erection of a store room and grey room 
in Heywood-road, Holcombe Brook, for the Holcombe 
Brook Calico Printing Co. 
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REDCAR.—The T.C. has decided to erect a war me- 
morial, to take the form of amonument. Consideration 
is being given to a proposal to carry out further ex- 
tensions of the Coatham promenade. 

RENFREWSHIRE.—Plans passed : Villa in Lethington- 
road, Whitecraigs, for Mr. J. Guthrie ; villa in Lething- 
ton-road, for Mr. Alexander Fyffe; eight houses at 
Crookston-road, for the Govan District Board of Con- 
trol ; bungalow at Humbie Bridge, Mearns, for Mr. Wm. 
M’Mahon ; 59 houses at Ormonde-avenue and Ormonde 
drive, Netherlee, Cathcart, for Messrs. John Dickie « 
Son; and bungalow at Uplawmuir, for Mrs. C. Allan. 

RHONDDA.—The U.D.C. is to undertake considerable 
private street works at Tylorstown. 

Royston.—The ‘U.D.C. have invited the authorities 
of the Aire and Calder Navigation Co., the M.T., and 
the West Riding C.C. to a joint conference to discuss 
the ways and means of the erection of.a new bridge 
over the canal. 

RUGELEY.—Tenders are to be obtained as soon as 
possible by the U.D.C.’s Surveyor for thirty parlour- 
type houses. 

ST. GERMANS (CORNWALL).—A cottage for the 
> rict nurse is being erected on a suitable site in the 
Village. 

SANOWICH.—Plans passed by T.C.: House in San- 
down-road, submitted by Mr. E. W..May for Mrs. 
H. M. Culpin; pavilion at Sir. Roger Manwood’s 
Grammar School, submitted by Messrs. Turner & Watts; 
— houses for Messrs. Hallett & Co., in St. George’s- 
road. 

SCARBOROUGY.—The principle has been approved by 
the T.C. of improvements at North Side, estimated to 
cost £14,700. These improvements are part of a much 
larger scheme for extending the Promenade by 400 ft., 
terracing cliffs, providing public shelters and lavatories 
etc. Plans have been passed for extensions to a café 
at Peasholme, to cost about £7,500, and including a 
new building.—A contract has.been “let” for the 
erection of a New Yorkshire Penny Bank in Huntress- 
row. Messrs. Wm. Nicholson & Sons, Ltd., of London 
and Leeds, are the contractors. Messrs. Chorley & 
Gribbon, architects, Park-place, Leeds. 

SEAHOUSES (NORTHUMBERLAND).—It is proposed to 
erect. a new Primitive Methodist Church at the Sea- 
houses fishing station. Additional land has been 
secured for the purpose, and Sir Walter Runciman is 
giving £1,000 towards the cost of erection. 

SEAHAM Ha rpour.—The U.D.C. has decided to 
proceed with the widening of Dawdon crossing, and to 
obtain an estimate for the widening of the railway 
bridge. 

SEDGLEY.—At the U.D.C. the engineers for the 
Lower Gornal scheme for sewerage and sewage disposal 
submitted plans, the cost being estimated at £76,000, 
The scheme was approved, and the engineers, Messrs. 
Willcox & Raikes, were authorised to proceed with 
the preparation of quantities. The engineers also 
reported on a sewerage scheme for North Springfield, 
estimated to cost £1,000, and were authorised to pre- 
pare an estimate for the elimination of all surface 
water from the foul sewers on the housing estate. 
Plans have been passed for a slaughterhouse in Hill- 
street, for Mr.C. H. Guest. The Council has authorised 
the Surveyor to proceed with the lay-out of the exten- 
sion to the cemetery at a cost of £740. The Town 
Clerk is negotiating with Lord Dudley regarding the 
widening of Cotwall End-road. Land is to be acquired 
to effect a widening of Bibdale Bank. A committee 
has been asked to report on extensions to the gas 
works, suggested by the gas manager, and involving 
an outlay of £14,300, 

SHEFFIELD.—Plans approved by T.C.: Two houses 
Dalewood-road, for Gillam «& Co.; four houses, Shire- 
green-lane, for Mr. Ernest Reeder; bungalow, Dale- 
wood-road, for Mr. A. 8. Goodwin; house, Rockley- 
road, for Mr. Bernard F. Glossop ; eight houses, Bents- 
road, for Mr, J. A. Wragg; four houses, Ringinglow- 
road, for Mr. Riley Watson; six houses, Ecclesall- 
road 8. and Tullibardine-roads, for Mr. A. J. Belton ; 
eight houses and shops, Ringinglow-road, Trap-lane, 
and Bents Green-road, for Messrs. W. Malthouse, Ltd. ; 
bungalow, Dalewood-road, for Mr. J. V. Auckland ; 
house, Bromwich-road, for Mr. C. Mitchell ; two houses, 
Toftwood-road, for Mr. F..Hessey ; bungalow, Carsick 
Hill-road,. for Mr. W. W. Wood; five bungalows, 
Derbyshire-lane, for Mr. H. J. Taylor; two houses, 
Holmhirst-road, for Mr. H. Moulson; two bunga- 
lows, Watt-lane, for Mr. P. Parry; house, 
Stubbin-lane, Woodhouse, for Mr. E. E. Piper: house, 
Linscett-road, for Messrs.S. Higton & Sons; two 
houses, Snaithing-lane, for Mr. H Tranter; house, 
Clarendon-road, for Mr. A. H. Cowan; house, Linaker, 
road, for Miss E. F. Judge; house, Whirlowdale-road- 
for Mr. C. Hodgkinson ; house, Sefton-road, for Mr. 
A. Tyzack; two houses, Folds-crescent, for Messrs. 
C. Swift and C. B. Lowe; house, Gisborne-road, for 
Mr. W. Booker; two houses, Carter Knowle-road, for 
Messrs. F. Ridal & Son; two houses, Louth-road, for 
Messrs. Simpson Bros; bungalow, Cherry Bank-road, 
for Mr. BE. C. Hannant ; bungalow, Richmond-avenue, 
for Mr. J. L. Bostock; bungalow, off Richmond-road, 
for Mr. R. G. Redfern; two houses, Cairns-road, for 
Messrs. W. P. Cauwood and H.S. Harrop; two houses, 
Ford-road, for Mr. W. G. Porter and Messrs. Rawcliffe 
& Ogden; bungalow, Lees Hall-road, for Mr. J.C. 
Pimperton; two houses, Folds-crescent, for Messrs. 
Swift & Lowe; house, Whiteley-lane, for Mr. W. H. 
Bland ; two houses, Louth-road, Messrs. Simpson Bros. ; 
house, Stumperlowe-crescent-road, for Mr. Ernest 
Walton; house, Stumperlowe-crescent-road, for Mr. 
Ernest Walton; house, Stumperlowe-crescent-road, 
for Mr. J. H. Chatt ; house, Holmhirst-road, for Messrs. 
Hammett & Co.; house and garage, Darwin-lane, for 
Mr. T. Sanderson; house, Chorley-drive and Chorley- 
road, for Mrs. E. Maclaurin; two houses, Firth Park- 
crescent, for Mr. T. Pye; bungalow, Seagrave-road, for 
Mr. A. Tate; house, Chorley-road, for Mr. 8. Hancock ; 
house, Chorley-road, for Mr. 8. Hancock.—The T.C. has 
received sanction to borrow £20,399 for works of street 
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PRICES CURRENT OF MATERIALS 


(Owing to the exceptional circumstances which prevail at the present time, prices 


G iaiate ae &c, 
er 1, ide, in River Thames 
upto London Bridge. 
Ber: Stocks ......... hachedes ee ee 
Becond Hard Stocks Pah UNM 1. 318 6 
Fettons, -_ penyees at London Goods a. P 
, ing’s Cross 213 $| Best Bine Pa 
a, grooved for ressed Staffs. 9° 5 O 
Da Bellnces : ° : De. ‘ -Y: ee ft 
oo 4 sSlue Wire Cuts 7 5 
ot Hourbetdge Fire brick :-— . ; 
‘ Miesecen OU © ft 
GLakED Bis D Wicocscsenes 10 3 0 
es hite | D’ble -Str’tch’'rs 31 10 
Ivory, and | D’ble Headers 28 10 4 
+. Glazed One Side ard 
Stretchers .. 23 0 0 two Ends 32 10 0 
Hvaders,....... 22 10 0©| Two Sides and 
Quoins. Bull- one End 33810 O 
we and 4}in. plays and 
Flats ........ 2) 10 0} Squints......31 0 0 
a! econd Quality, £1 per 1,000 jess than best. Cream 
end buil, £2 extra over white. Other colours, Hard 


Glaze, £3 10s. extra over white. 
BREEZE CONCRETE SLABS. 


Delivered London. 


2 In. per yd. super 2 $ 31 > fr 
24 in, tr. 6% 
8. 
Thames Ballast .......... 19 ¢ } er yard 
Pit SE tiicah dnnkigdneiod ae ae 
ES PCRERRIEOD 3 a 
Best Washed Sand... |||: sec ° tom 
3 in. Shingle for Ferro- ree ‘radius 
; \ aaa OD cedbnbevecs< ‘ : do ‘ Padding- 
in. Broken Brick,” ...... Bee _ 
an Breese ell il yf Pee: 
er ton delivered in London area in 
Rest Portland Cement, British - tuil — 
Standard Specification Test £2 15 Oto gs 3 6 
51 /— alongside at Vauxhall in 80-tor lots. 
Ferrocrete per ton extra on above......... ‘ 19 0 
DC can sdenceeseoeoenncnees 43 0 
a. Lh Oe eeecs 815 0 
PUM és inannncctcccccccseese 2. 6% O 
Keene’s Cement, White. .......ccccccece - 615 O 
os i Dy  xenshbeecescue co FR SP 
Pee EE: cvs cvendcccesnecuees 3.0 0 
; da? MED  ssddokndnneonneeed 312 6 
a Dl: 6n 606000450066 6en0en000R eR 512 0 
REID sacs 6u drasceucessacsuses 3.9 0 
pe DE: ope.tnensadeuevesuecseae '17 0 
Se DOSES BA oc ccccccccccctcccccccces 211 9 
DCT ot hppetendee ke neeeeaesenasiee 211 9 
Best Ground Blue Lias Lime.............. 2 4 6 
it ebeitbine Stine wseese6eenteeeeeseeds i7 0 0 
an 112 0 


Norr.—Sacks are charged 1s. 9d. each and credited 
1s. 6d. if returned in good condition within three 

_ months, carr. pd. 

Stourbridge Fireclay in s’cks 35s, 0d. per ton at rly. dpt 


STONE. 


Batu Stone—delivered in railway trucks at s, d. 
Westbourne Park, Paddington, G.W.R., or 


South Lambeth, G.W.R., per ft. cube...... 2 of 
Do. do. delivered in railway trucks at Nine 
Lhms, L. & 8.W.K., per ft. cube.......... 2 113 


PORTLAND STONE— 

Brown Whitbed, in random blocks of 20 it. 
average, delivered in railway trucks at 
Nine Elms, L. & S.W.R., South Lambeth 
Station, G.W.R., and Westbourne Pari, 
Paddington, G.W.R., per ft. cube 

lo. do. delivered on road wagons at above 
stations, per ft. cube. ........eee eens 4 5 

White basebed, 3d. per ft. cube extra. 

NoTE.—1d. per ft. cube extra for every ‘oot over 
20 ft. average, and jd. beyond <0 ft. 

Hopron-WOop STONE. 
Delivered at any Goods Station, London. _ 
Small random blocks, upto 19ft. cube, Perft.cube ¢ /- 


Random blocks from 10 it, and over am 17/- 
Sawn two sided .......-eeseeeees ° pat 27 {- 


Sawn three or four sideS ....++---- 9 » 

YorK STONE, BLTE—RKobin Hood Quality. 
Delivered at any Goods Station London. 8, d. 

6 in. sawn two sides landings to sizes (undef 


BO it, super.)......ee sees Per Ft. Super 5 6 
6 in. rubbed two sides, ditto........ “ & 0 
3 in, sawn two sides sia bs (random sizes) , 2 3} 
2 in. to 2} in. sawn one side slabs 1 
(random sizes) ......++- peanenee . o : 6} 
14 in. to 2 in, ditto, ditto ....+.-+eeee ° 4 
r YorkK— 
- ae pelivered at any Goods Station London. 
Scappled random blocksS.......- Per Ft.Cube 6 3 
« in. sawn two sides landing to sizes (under _ ; 
40 ft, super.)....-+-*. .e.+-Per Ft, Super ; My 
6 in. rubbed two sides ditto ........-- eo 6 B 
4in, sawn t wo sides slabs (random sizes) ,, te 
8 in. uilto. ditto ; a L 
2 ip. seli-laced rancom flags. .Per Yard Super 9% 


ARTIFICIAL STONE 


Area in fu van loads, per ft. 


Delivered in London Dd: Chis, 88, 34, 


cube :—Plain, 6s. 6d. ; Moulded, 


woop. 

«QOD pus DEAL. _— 
ver Stan. nclies. per stan. 
gmne, ese 0 | 3K 8 wwe. “28:10 
ut a = 2 fs haere fC. 
4% 8 coor @ 9D et a so 0 
. & a) [aa 3x 8 ee 26 0 
a a rrr FC Sh x 9 oe 27 0 
a 2 eae 6 10 oy Se sees ae 
2% 7 7 ae a 2410 

PLANED BOARDS, 
1 wll wees €37 10 , Ss? 3 a 2 4% 


WOOD (Continued). 
PLAIN EDGE FLOORLNG, 


Inches, pér sq. Inches. per sq. 
6000000 wos OE if sesnaceeenses BE 
natn 2 BE cccccocacess. SINR 

D ndesetessers 

TONGUED AND MATCHINGS (BEST). 

GRUOVELD F LOORING,. 

Inches. rsa. Inehes per sq 
RB ss we sbcocese -» 26/6 i - 17/6 
BB wcccccvecccese 33 /6 ; mea oe 22 /= 
19 wccccccccce eve sO l= Jus 

Inches BATTENS 8 

KM BS ccccee eveerececeesceseseses 2 6per100/t. 

: SAWN LATHS. 

Per bundle prapapcnoncgonsocesens es 

Dry Wainsco' . per 

* super, as inch Soasge 02 0te » 3 6 
3 in. do. do. 016te 8 2 0 
Dry Mahogany—Honduras, 
Tabasco, African, per 
ft. super, asinch .... 019 to 0 2 6 
Cuba Mahogany .....-.- ®0 3 0 te 0 8 6 
Teak (Rangoon, Moulmein 
or Java), per ft. cube 0 4 O to dite 
American itewood 
planks, per ft. cube .. 012 0 to 014 0 
Best Scotch Glue, per cwt. 410 0 to pata 
Liquid Glue, per cwt. , 47 0 to 510 0 
SLATES. 


Ist quality slates from Bangor or Portmadoc car- 
riage paid in full truck loads to London Rate Station, 
Per 1,000 of 1,200, | 


& a ¢@. £ad 
24 by 12...... 3718 6); 18by10 .... 21 3 6 
f2by12 .... 34 0 O 18 by 9...... 1818 6 
22 by 11.....- 31 5 0} 16by 10 17 18 6 
20 by 12...... 2915 0| 16bys . eh ¢ 
£0 by 10...... 2512 61 
Per 1,000 
TILES. f.o.r. London. 
Best machine-made tiles from Broseley or £ s. d 
Staffordshire district .......... cceeccee iz 6 
Ditto hand made ditto ............ 5 17 6 
Ornamental ditto ............- Sebeneees 6 6 
Hip and valiey tiles {Hand made ...... v0 9 6 
(per dozen) 1 Machine made...... 09 0 
METALS. 

Jomsts, GIRDERS, £C., TO LONDON STATION = TON— 

8. 
R. 8. Joists, cut and fitted .......... 13 10 % 
Plain Compound Girders ............ 16 10 0 
= ea Stanchions ........ 1710 0 
I a ret cs 2019 0 

MILD STEEL ROUNDs. 
To London Station, per ton. 

Diameter. 6 <€ Diameter. £ as, 
SP sccetsse 1610 0 ~~ a 1310 0 
Mh. ccentaes 1410 O n.to2gin... 13 0 0 





\RoUGHT-IRON TURES AND FITTINGS— 

(Discount off List for lot of not less than £7 net vatue 
delivered direct from Works, 24 per cext. less above 
gross discount’, carriage forward if sent trom 
London Stocks.} , 

‘Lubes. Fittings. Flanges 
Abuse. ee ew, 
e kup. gtod” P&up. t’to}” 


inclusive. inclusive 
Black Gas.... 50 %..50 %..474%..60 %..57 


Blue Water .. 
Red Steam .. 


45 %..45 
40 %..40 


% .-42}%--55 % ..5: 
% -« 37} % . . 80 


Galv’d Gas 35 %..40 %..37h%..50 %. 474% 
», Water, 289% ..85 %..329%..45 %.. 4h % 
Steam 22$%..30 %..274%..40 %.. 374% 

C.1. HALF-Rounp GuttTrrs—London Prices, ex Works. 
Per yd. in 6 ft. Angles and Sto 

lengths. Gutters, Nozzles. Ends. 

2 Sec Seas 1/1 11d. 34d. 

S83 tm. .ccccccccese 1/2 1/0} 34d. 

© Mii.d os cesccesese 1/4 1/13 afd 

G “Sepeetaaees 1 /5t 1/4 4d. 

BS Mhccedcccseses os . Se 1/5 5d. 

O.G, GUTTERS, 

DO Pics cccccscssess 6} 1/2 34d. 

Uy: cuheonnedaas 1/6 1/2 34d. 

O Miccceceséeseces 1/7 1/4 Séc. 

GOO. cocccecocess 1/9 1/6% 4d. 

D Wives svcccssevess 2/1$ 1/9 6d. 

RAIN-WATER PIPES, &c. 
Bends, stock Branches, 

Per yd. in 6 fts, Pipe. angles. stock angles 

2 in. plain ........ 1/7 1/1} 1/8 

Sm og cescence 1/9 1/4 2/0} 

SM. of . coeccase 2/'} l/s 2/53 

CAE @ csccsses 2 6} D/1th 2/10} 


4 in. +: shetne me 2,11) 3 
L.C.C. Coatrp Sou Pipes—London Prices ex works. 
Bends, stock Branches, 


Pipe. angles. stock angles. 

8. d. a «& 3. 
2 in. per yd.in6ftsplain 3’ 0) .. 2 2)... 2 38 
24 in. - ain 2 3 3 
3 in. ” os © of ae kw 
34 in. i os «- 2 om 2 

5 3 Of 5 5 


4 in. ° a Bt a td 
L.C.C. CoaTED DRraIN Pipes—London Prices ex works. 
Bends, stock Branche> 


Pipe. angles. stock anles 
s. d. 8. s. d. 
Sin. peryd ir ¥it.sengtns 4 9 .. 5 8 .. SW 
4in. ,, ° oe 2 a Ce ee So 
bin. , Mi 1? oT ee ee 
6 in. COP «BB 8 ee Se 
Per ton in London 
lIROX— £ad £ d. 
Common Bars........ Izy lu 0 to 410 8 
*tatfordshire Crown Bars— 
good merchant quality 1410 ®@ . 1610 0 
Statiordshire “ Marked 
BD cocccescocesse 6: t.. 28 @ 
Slilc Steel Bara ........-. i210 0 1310 0 


of materials should be confirmed by !maniry.—Ed.) 


METALS (Continued). 


steel Bars, Ferro-Concrete £ 8, d. <5 
quality, basis price .... 13 0 0 ., 499 
Hoopiron,basisprice .... 1610 0 ., 1710 9 
. wanised..... »§ 09 0 ., 32 0 0 
‘oft Bteel Sheets, Black— 
Ordinary sizes to 20g... 15 68. B Ee 
” « ttn. -= oe 17 0 0 
. ~ » 26g... 18 0 O .. 199 8 
Sheets Flat Rest Soft Steel, C.R. & C.A. quality— 
Ordinary sizes, 6 ft. by 
2 ft. to3ft.to20g... 2110 2 2210 0 
Ordinary sizes, 6 ft. by 
® ft, to 3 ft. to 22 g. 
and 24 g.......-.++. - 229 V 23 10 96 
Ordinary sizes, 6 ft. by 
2 ft. to3ft.to26g... 2410 0... 2610 0 
Flat and 2} Ms pees Sheets— 
Ordinary sizes, 6 ft. 
Oftto 20g. .....-- 2100 .. 200 
Ordinary sizes, 6 ft. to 
9 ft. to 22 g. ond ** g 2110 0 2210 0 
s Se. © 
et a Ty . Pius : 2310 0 ., 2410 9 
Sheets Galvanised Flat, Best quality— 
Beate by att to att. tO 
. by 2ft. to sit. 
20g. and od és 2310 9 + 2410 0 
BestBott SteelShesid, 241g gee 
es 26 «0 «OO ai 27 00 
Cut Nails, Sin, to 6 in. 2010 0 2 0 0 


(under 3in. usual trade extras.) 

METAL Wrepows—Standard sizes suitable for com 
plete houses, including all fittings, painting two 
coats, and delivery to job, average price about 1/4 
to 1/7 per foot super. 

LEAD, &c. 





(Delivered ‘n London. ) gs. 4. 
LraD—Sheet. English, 4lb. andup ...... 44 0 0 
Fee Spee a  ipmecewebnseehecee 44:10 0 
Soil Pipe ..... sense ie (imation 10 0 
Compo plpe.......---+s> aig hd beat aL da 50 0 0 


NotTE—Country delivery, 30s. per ton extra ; ‘ots auJ+r 
3 ewt,, 23, per cwt. extra and over 3ewt. and ander 5 
cwt.,1s.6d. per cwt. extra. Cut to sizes, 2s. cwt.extra. 


Old lead, ex London area, } gl ov .. - 
SS per ton 
Do., ex country, carriage } 32 00 .. a 
forward ...... per ton 
PLUMBERS’ BRASS WORK. 


Delivered in London. 
New RIver PaTrerN Screw Downy Bin COOKs For 


TRON. 
3 in. 


Zin. 1 in. 1 in. 13 in. 2 in. 
29/ 45 |/- 76/- 153/- 246/- 510/ - per dor. 
NEW RIVER PaTTERN SCREW Down Stor COOKS AND 
Uxtons, 
gin. Zin. Lin. 12in, 1h in. 2 in. 

41/6 62/- 92/- 174/— 300/- 588/= per doz 
New RIVER PATTERN Screw Down MAIN FERRULES 
in. } in. 1 in. 

39/6 60 /- 116 /6 per dz 


Caps AND SOREW3. 
13 In. tag 2in. 3 in. Shin. ¢ in. 
7/6 10f- 14/- 23f- 30/- 42/=- per dos 
DOUBLE NUT BOILER Sckews. 


jin. Zin. 1 in. 1p in. 1} in. 2in. 
7/6 11/6 17/— 29/- 36/- 63/— per dos. 
Brass SLERVES. 
ljin. 2in. 3 in, 34 in. 4 In. 
10f—-  12/—  20je 24 /- 31 /= per doz. 
NEW KIVER PATTERN CROYDON Balt VaLves, S.P 
+ in. in. lin. lio, 14 in 
35 /- 6/- %28/- 162 /- 2235/- perdoz. 
DRaWN LEAD P. & S. TRAPS WITH BRA33 CLEANING 
SCREW. 
1} in. 14 in. 2am = 63 in 
&lbs. P. traps .. Bore 41 /— 56;- 19L/-per dos 
8 Ibs. S. traps .. Bd/- 46/- 66/- 126/- ,, 
COPPER— gad 
Strong Sheet ....perib © sr 3 « - 
. ad tt 2 a-* - 
Copper nails .... SS © os - 
Copper wire .... a. 2 _ 
Tin—English Ingots a os - 
SOLDER—Plumbers’ we aa = 
Tinmen’s..... ° se = - 
Blowpipe ...... vii 3d - 
PAINTS, &c. gaa 
Raw Linseed Vil. in pipes ...... per gallo 039 
ee on .. inbarrels .... Oo on 
+ indrums .... 0942 
Boiled in barrels ... O 42 
_% m . indrums .... ” 0! 3 
Turpentine in barrels ..... mani . 0 oll 
ve in drums (10 gall.) .. - 0 62 
Genuine Ground Engiish White Lead, pertow 57 v ¥ 
(In not less than 5 ewt. casks.) 
GENUINE Waits LEaD PaiNT— 
“Father Thames,” ~ Nine Elma 
“Park.” “Supremus,” “St. Paul's, 
“Spedol’ and other best brands 
14 Ib. tins) not less than 5 cwt lots 
Red Lead. D per ton Jelivere: 80 : : 
‘ (packages extra)....per wn 52 | 
Best Linsced © Sr .---per ‘wt 0 16 
ee aise 2. 
BE. Seer I oc cco e pencenennncees ikn O 3 6 


Comciuded on next page. 

The intormawon given on this page bas been epers.' 

compiled for THE BUILDER and is cepyright. Our sm * 

this list is to give, as far as ble, the average price 
of materials, not nesessarily the highest or lowest 

and quantity obvionsly affect pricee—s fact whicb envulé 

be remembered by those who make use of this informaaes. 
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pRICES CURRENT OF MATERIALS (concd.) 


GLASS. 

T GLASS IN CRATES OF STOCK 

ENGLISH SHEB® © SIZES. 
ay as diel Per Fe. 
3#d. 0z. 10 SS ceccce . 
15 of fOUrANS ** aid. 32 ,, thirds \.....10}d. 
: fourths 5d. Obscured Sheet, 15 oz. 4d 
9) ” thirds .... S#d. me 21 .. Sid. 
96 | fourths 6d. Fluted 1502. 63d.,210z. 93d. 
og” thirds .... 7 En’lled 1502. 54d.,21 oz 7id. 


7#d. 
rice according to size and substance for squares 


cut from stock. 
ENGLISH ROLLED PLATE IN CRATES OF STOCK 


SIZES. Per Ft. 
Rolled plate ....++sseeeseeeccvecsccceecs ska 
folded ..ccccccccecs seovcosesccosses & 
— ed ...scccsccecs besesaneee ° 


} Rough ro eecce 
i Rolled, Oxford Rolled, Baltic, Oceanic, 
aon Stippolyte, and small and large 










‘lemish white ...... STecetdcesesescese “GN 
Pinitto, PED sccnnscasancascacacocnen Se 
Rolled Sheet .......-..- cccccccccccccccce O60. 
White Rolled Cathedral ..........ccceeeee ot 

lS seeeeen estesoqnese © 

Cast Plate is same price as rough rolled. 

VARNISHES, &c, Per sallon 
ee .cnaneeseeeeceees ... Outside 014 0 
Oe tutto pednoonsene eesene wesee ditto 016 0 
Fine Copal .....+++- wes Ce Ol © 
Pale Copal .....-- eres es ditto 1 0 0 
Pale Copal Carriage ........ ---. ditto 1 4 0 
Best DittO ....----- seer eeeeecece ditto 112 0 
Floor Varnish .....------+.se0- - Inside 018 0 
Fine Pale Paper .....- imbnmiuies ditto 018 0 
Fine Copal Cabinet ............. . ditto 12 6 
Fine Copal Flatting ............ ditto 1 0 6 
Hard Drying Oak..... Neiinaneke . ditto 013 0 
Fine Hard Drying Oak .......... ditto 019 0 
Fine Copal Varnish .............. ditto 10 0 
Pale ditto .......+- Hebe sesent ditto 12 0 
Best ditto ...... stl ine . ditto 112 0 
Best Japan Gold Size ........... cocosce OR 8 
Best Black Japan ............ a Va © 
Oak and Mahogany Stain (water).......... 012 0 
DUNE BONER. oiceccceccccssccccceeee OF FT @ 
Berlin Black .......+.- Mitihidinnss Sa i 
Knotting (patent) ....... iii. 2 ey 
French and Brush Polish .............. 017 0 
Liquid Dryers in Terebine........ nies ww 2s 
Cuirass Black Enaméi.......ceececeeeee-» 9 FT 0 


s..«<ti—+. 
i id 


PROPOSED NEW BUILDINGS 
‘Continued from p. 457). 


mprovement.—The M.H. has approved of the follow- 
ing proposals: Further sanatorium accommodation 
for children, additional shelters and beds, removal of 
surgical tuberculosis clinic from Norfolk-street to the 
dispensary in Queen’s-road. In connection with the 
demolition of houses on the public hall site the Estates 
Committee has asked the Housing Committee to 
provide 31 houses for people who will be displaced. 
On the Norwood Estate 7$ acres are to be scheduled 
for public walks and pleasure grounds. Consideration 
is being given to a proposal to erect a further 300 houses 
on the Manor Estate, at a cost of about £154,000. It 
is proposed to proceed as soon as possible with the 
extension of Rockingham-street fire station, at a cost 
of £39,700. The Corporation has obtained a pro- 
visional order regarding street improvement schemes 
involving an outlay of £106,000. A modified scheme 
has been prepared for widening Piper-lane at a cost of 
£8,500. Compulsory powers have now been obtained 
for the acquisition of Wooley Wood for park and 
burial ground purposes. ‘ 

SovuTHWICK.—Authority has been received by the 
U.D.C. to erect 90 additional houses. The surveyor, 
Mr. Thomas, has been appointed architect. ’ 

SPARKBILL.—A scheme of extensions is to be carried 
out at the Birmingham and Midland Hospital for 
Women estimated cost ; £8,000. The scheme will 
comprise a new block with accommodation for 16 beds 
and a lecture room with seating for 100 persons. : 

STAFFORD.—Funds are being raised by the Catholic 
— towards the cost of erecting a new 
enuren. 

STALYBRIDGE.—The E.C. have decided to purchase 
the Congregational sports field in Grey-street, and 
the field adjoining used at present for allotments, 
on which to erect a new girls’ school when required 
and provide a playground for children. nae 

STANLEY. —The U.D.C. has obtained intimation 
that the M.H. sanction the borrowing of £23,600 for 
the erection of 50 houses at Stanley Edge, and £2,400 
for street works and sewerage. The M.T. has approved 
4 grant of £3,775 as a proportion of a total expenditure 
< — to be incurred upon classified roads in the 

strict. 

SUNDERLAND.—Health Committee of the T.C. pro- 
Poses to clear 20 acres of slum area to re-erect modern 
houses thereon. 

SWANSEA.—Revised plans are to be prepared for 
remodelling the Cwm Council school. Plans have been 
Prepared for improvements at the Glais Council 
School. The Borough Architect is to prepare plans 
for @ school on a site at Liansamlet. The Estates 
Committee has agreed to lease land at Townhill to Mr. 
Ivor Benyon for the erection of timber and asbestos 
bungalows. Land at Sketty is to be leased to Messrs. 
Ace & Mansell for the erection of four houses, and to 
Mr. J. O. Watkins for the erection of two houses. The 
trustees of St. Joseph’s Church are negotiating for the 
acquisition of a site in Cae Pistyll-street required for 
the erection of an elementary school. Tenders are to 
be invited for the erection of @ public convenience near 
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Sketty tram terminus at an estimated cost of £1,050° 
A sewerlis'to be'laid at a cost of £930 along the site of 
the proposed 50 ft. road from Lime Kiln-road to 
Mumbles-road. The Housing Committee has approved 
of the erection of temporary structures of an approved 
design at the rear of Council houses and instructed 
the Borough Architect to design such structures. 
Plans passed: Chapel, &c., House of Mercy, West 
Cross, for Bishop of Swansea; schoolroom, Glanmor 
Estate, for Trustees Trinity Chapel; schoolroom, 
Sketty-road, for Mr. E. Joseph; bank, Woodfield- 
street, for Midland Bank, Ltd.; church and _ hall, 
Clarence-terrace, for Swansea Parochial Church 
Council; eight houses, Norton, for Mr. P. Haywood ; 
nine houses, Gelli-street, for Danygraig Housing 
Society ; chapel house, Moriah-place, Treboeth, for 
Trustees, Moriah Chapel; vicarage, Victoria-road, 
for Rev. W. Francis, the vicar of Gowertown ; bunga- 


low, Hendrefoilan-road, for Mr. A. G. Gugar; two 
houses, Tycoch Estate, for Mr. T. J. Williams; two 
houses, Pentregethen-road, for Mr. F. G. Rosser ; 


bungalow, Mayals, for Mr. Wm. Perry: two houses off 
Coed Cely-road, Derwen Fawr, for Mr. G. Stringer ; two 
houses, Carmarthen-road, for Mr. Griffith John; 
bungalows, Ravenhill-road, for Mr. Harry Hocknell ; 
two houses, Cecil-street, for Mr. Wm. Samuel; house, 
Oystermouth-road, for Miss Parkinson; house, Pwill- 
street, for Mr. D. J. Harries ; two houses, Tycoch-road, 
for Mr. W. T. Humphreys; house, Middle-road, for 
Mr. L. C. Morgan; house, St. John’s-road, for Mr. 
W. J. Jones; house, Waun Wen-road, for Mr. J. A. 
Myles ; bungalow, Tycoch Estate, for Mr. F. R. Miller ; 
house, Tycoch Estate, for Mr. L. C. Shaughnessy ; 
house, Mysydd-terrace, for Messrs. Richard & Matthews; 
bungalow, Bayswater-road, for Mr. D. A. Williams ; 
house, Monterey-street, for Mr. F. S. Nicholas ; house, 
Oystermouth-road, Blackpill, for Mrs. A. L. L. Jones ; 
house, Oystermouth-road, Blackpill, for Mrs. C. E. 


Grove; bungalow, Bayswater-road, for Mr. D. A. 
Williams ; two houses, Middle-road, for Mr. J. Ll. 
Davies; two houses, Cwmgwyn Estate, for Messrs. 


T. & G. Spragg; house, Goitre-fach-road, Killay, for 
Mr. D. E. Sandy ; house, Pinewood-road, for Mr. J. R. 
Cheley ; house, ‘lycoch Estate, for Mr. Thos. Evans ; 
house, Tycoch Estate, for Mr. T. C. Hughes; two 
houses, Tycoch Estate, for Mr. L. Lloyd; bungalow, 
Pentregethin-road, for Mr. D. Jonah; house, Lucas- 
road, Glais, for Mr. 8, Edmunds; two houses, Aberdy- 
berthi-street, for Mr. J. O. Watkins; two houses, 
Belle-Vue-road, for Mr. P. J. Haywood ; house, Lime- 
kiln-road, for Mr. B. F. Hoppe ; house, Manselton-road, 
for Mr. T. L. Norman; two houses, Prospect-place, 
Sketty, for Mr. G. R. Thomas; house, off Aberdy- 
berthi-street, for Mr. S. Govier; two houses, Bellevue- 
road, for Mr. W. S. Davies; house, Gower-road, for 
Mr. J. C. Croocock ; two houses, Cwmgwyn Estate, for 
Messrs. T. & G. Spragg; two houses, Slade-road, 
Newton, for Messrs. Howell & Michael; three houses, 
West Cross-lane, for Mr. F. E. A. Beer; bungalow, 
New-road to Waunarlwydd, for Mrs. Norton; house, 
Caswell-road, for Mr. W. D. Hughes; two houses, 


Glanbrydan-avenue, for Mr. C. H. Cousins; house, 
Pentregethin-road, for Mr. T. J. Hughes. 
THORNABY-ON-TEES.—A new public elementary 


school, to accommodate 300 children, is proposed by 
the North Riding E.C. 

TORQUAY.—The T.C. has expressed favour of a 
scheme prepared by Messrs. Watson for improving 
the entrance to the Imperial Hotel, and considers 
that the time has arrived to re-open the scheme for 
the proposed widening and improvements to the 
entrance to the marina on the Beacon Hill, and that 
the final consideration of the two schemes should be 
taken together. A special committee has been formed 
to consider schemes prepared by the Surveyor for 
street widenings. ; 

TREGARON.—The C.C.s of Brecon and Cardigan, with 
the R.D.C.s of Cardigan, Tregaron and Builth, the 
Llanwyrtyd Wells U.D.C. and other local authorities, 
are preparing a joint scheme for construction of a new 
road, Tregaron to Abergwessin. 

TRURO.—The City Surveyor has been instructed to 
prepare plans for utilising the lower portion of the 
Hendra site for houses. Messrs. Thornley & Rooke, 
of Plymouth, architects for the Civic Hall, have been 
asked to get tenders for the scheme as soon as possible, 
the M.H. having sanctioned a loan of £6,000 for the 
purpose. The site of Nos. 2 and 3, Clement-street 
is to be cleared and the Surveyor asked to prepare 
plans for the erection of two houses. Plans passed : 
Bungalow, Faniell-road, for Mr. Bennett. 

WARWICK.—The M.H. has sanctioned the proposal 
of the T.C. to erect a further 41 houses on the Emscote 
site, and tenders are now to be invited. The B.S. has 
been instructed to proceed with the scheme for the 
widening of Swan-street. 

WELWYN.—Garden City Parochial Committee has 
decided to let the contract for its proposed 200 new 
houses as a whole. 

WIGAN.—The managers of the Sacred Heart, 
Springfield, R.C. School, are proposing enlarging the 
school premises to provide additional accommodation 
for 120 scholars. 

WINCHESTER.—Plans passed by the R.D.C.: House, 
Shawford, H. G. Courtney; cottage, Hookpit, E. C. 
Green; shop, Easton, E. Clark; bungalow, Michel- 
dever, A. Edwards; cottage, Fair Oak, Mrs. Treasure. 

WoopFrorp.—The U.D.C, has passed plans as follows: 
4 houses, King’s-avenue ; house, Horn-lane, and house 
Mankham-avenue. 

YorK.—The City Council has under consideration 
the desirability of erecting cottages on the hospital 
lands, for the accommodation of members of the staff. 
It is suggested that accommodation for mental defec- 
tives could conveniently be provided at the City 
Mental Hospital. 

FIRE. 

Damage to the extent of between £15,000 and 
£20,000 was done at a fire which occurred recently on 
the premises of Messrs. James Burn & Co., Ltd., 
wholesale publishers and bookbinders, Kirby-street, 
Hatton-garden. 
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NEW COMPANIES. 


THE particulars quoted below have been 
compiled by Messrs. Jordan & Sons, Ltd., 
Company Registration Agents, of 116 & 119, 
Chancery-lane, W.C.2, from the documents 
available at the Companies’ Registry. 


W. D. Wittrams & Son, Lrp. (198,219). 
Registered May 26. 12, Gibson-street, Liverpool. 
General building contractor, property repairer, 





plumber, decorator, and electrician. Nomina! 
capital, £2,000. 

J. W. Surren & Sons, Lrp. (198,170). 
Registered May 23. 142, York-road, Leeds. 
Builders and general contractors, &c. Nominal 
capital, £3,500. 

W. E. Patitant & Co., Lrp. (198,110). 


Registered May 22. 17, Philpot-lane, E.C. 


Timber and builders’ merchants, &c. Nominal 
capital, £2,000. 
SyntTHETIC Marsie Co., Lrp. (198,044). 


Registered May 19. Manufacturers and dealers 
in tiles and bricks, artificial stone, &c. Nominal 
capital, £200. 

Memoriats, Lrp. (198,068). Registered 
May 20. Sculptors, quarry masters, and 
alabaster, marble, granite, and stone merchants, 
&c. Nominal capital, £100. 

NeasHAM Brickworks, Lrp. (198,133). 
Registered May 22. The Brickworks, Neasham, 
Darlington, co. Durham. Brick and tile works. 
Nominal capital, £6,000. 

AckwortH Stone Co., Lrp. (198,119). 
Registered May 22. Moor Top, Ackworth, near 
Pontefract. Quarry masters and stone mer- 
chants. Nominal capital, £3,000. 

JoHN Wittmotr & Sons (Hornsey), Lrp. 
(198,065). Registered May 20. 40, Tottenham- 
lane, Hornsey, N. Builders, contractors, timber 
merchants, makers of shop, office and house 
fittings, and experts in decoration and equip- 
ment. Nominal capital, £6,000. 

Jonn Wittmott & Sons (Hitcutn), Lrp. 
(198,032). Registered May 19. 80, Walsworth- 
road, Hitchin. Builders, contractors, timber 
merchants, makers of shop, office, and house 
fittings, &c. Nominal capital, £6,000. 

HorretL & Bowman, Lrp. (199,232). 
Registered July 11. 508-512, Moseley-road, 
Balsall Heath, Birmingham. Ironmongers and 
builders’ merchants. Nominal capital, £20,000. 

BASINGSTOKE TimBER Co., Lrp. (199,184). 
Registered July 10. . Timber and _ builders’ 
merchants. Nominal capital, £5,000. 

Ritey & Co. (Accrineton), Lrp. (199,126). 
Registered July 7. 2, Dutton-street, Accrington. 
Ironmongers, builders’ merchants, engineers, &c. 
Nominal capital, £3,000. 

Denny & Co., Lrp. (199,218). Registered 
July 11. 157-8, Windsor House, Victoria-street, 
S.W. Builders, contractors, merchants, and 
general traders, &c. Nominal capital, £100. 

J. W. Riptey, Lrp. (198,922). Registered 
June 27. Builder and building contractor. 
Nominal capital, £2,000. 

KENEFICK, Lrp. (198,804). Registered 
June 23. Woodhorn Quarries, Ashington, 
Northumberland. Quarry owners and artificial 
stone makers. Nominal capital, £10,000. 

StansTEaD ABports Stores, Lrp. (198,811). 
Registered June 23. Sheffield House, High- 
street, Stanstead Abbotts, Herts. Builders, &c. 
Nominal capital, £1,000. 

ARMSTRONG (CONTRACTORS), Lrp. (198,815). 
Registered June 24. Quarry House, Blaydon, 
co. Durham. Builders and contractors. Nomi- 
nal capital, £2,000. 

W. L. Jounson, Lrp. (198,832). Registered 
June 24. 19-20, Queen Ann-road, South Hack- 
ney, E. 9. Builders, &e. Nominal capital, £500. 

Tuomas Rerp, Lrp. (198,830). Registered 
June 24. Building contractors, &c. Nominal 
capital, £1,000. 

UxBRIDGE AND HAREFIELD BuriLpErs, Lp. 
(198,891). Registered June 26. Builders and 
contractors, &c. Nominal capital, £1,000. 

Dews Sanp Pits, Lrp. (198,884). Regis- 
tered June 26. Sand, gravel and ballast mer- 
chants, &c. Nominal capital, £1,000. 

Morris (BrrMineHaM), Lip. (198,865). 
Registered June 26. Builders, contractors, &c. 
Nominal capital, £1,000. 
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CURRENT PRICES FOR BUILDING WORK IN LONDON* 


EXCAVATOR. 
Digging and throwing or wheeling and filling carts, s a 
and carting away to shoot—6 ft. deep .... per yardcube 11 6 
oo. LL eee ecccvceses 1 0 
Add for — additional depth of 6 ft. ....... - 0 6 
Planking and strutting to trenches ............ perfootsuper 0 5 
Do. to sides of excavation, including shoring Pa ” 1 0 
CONCRETOR. 
Portland cement concrete in foundation 1 to6 .. per yardcube 35 0 
Add if in underpinning in short lengths ........ » 7 6 
Add if in floors 6 in. thick ...... Cescececesocces ~ 3 6 
PERU ENND 55 i cccccscachocnsson cccevcee ’ ‘ 4 0 
Add if aggregate 1: 2: @ ...... ccc ceccec cece aa 10 0 
Add for hoisting not exceeding 10 ft. beyond the 
Bret 10M. ...cccccccccccccccccccecce re 3 3 
BRICKLAYER. 
Reduced brickwork in lime mortar and Fletton £ed. 
ee shesmeus Abveessecsonsoones perrod 30 0 0 
Add if in stocks .......... cocncce Seeceseces ° - 710 0 
Add if in Staffordshire blues ................- : ” 22.0 0 
Add if in Portland cement and sand .......... * 2 0 0 
FACINGS, 
Extra for facing in English or Flemish bond for 
every 10s. per 1,000 over the price of the com- 
Gey GED  dcccndadscceadesedonsoses «++. perft. super 0 0 1} 
POINTING, 
Neat flat struck or weathered joint ...... coccee lo 00 3 
ARCHES. 
Extra only to the price of ordinary brickwork :— 
Fair external in half brick rings ............. . es @ 0 010 


SOD occcsuesbscgostvbesdiesctcones 
Rubbed and gauged jointed in putty camber or 











SNES setvocccovececsccdecces eccee wl 060 
SUNDRIES, 
Damp course in double course of slates breaking 
joint and bedded in Portland cement ...... oe - 011 
Setting ordinary register grates and stoves . each 10 0 
Setting kitchener, hesialine forming flues, &c., 
with all necessary fire bricks .......... cece o 415 0 
ASPHALTER. a d 

Half-inch horizontal damp course ............ peryardsup 4 3 

Three-quarter-inch vertical damp course ...... ” ” 9 0 

j inch on flats in two thicknesses.............. of 6 6 

BOT  ccvcccccecccccseccccccevcccceces per foot run 0 3 

Skirting and fillet 6 in. high ...............-+: ” ” 1 3 

MASON. 

York stone templates fixed ..............005 perfootcube 12 6 

York stone sills fixed ............ TTT TT TT TTT - - 21 6 

Bath stone and all labour fixed ............+. " ° 10 6 

Portland stone fixed ........cee.eeeees TTT an 19 6 

SLATER. 

Welsh 16 in. x 8 in. 3 in. lap, including nails.... per square 72 9 
Do. 20in.x10in. Do. Do. cove ” 80 9 
Do. 24 in. x 12 in. Do. Do. ocee ” 90 0 

CARPENTER AND JOINER. 
Vir framed in plates ............ "ocvecces ....per foot cube 5 3 
Do. joists eeeeeeeerees eee teeeee ” ” 5 9 
Do. roofs, floors and partitions .......... ow»  » 6 3 
SX eee Secsccceccoes >. 8 3 
2” 1’ 1}" | - 
Deal rough close boarding ...... per sq. | 38/- | 44/- | 50/- | 80/- 
Flat centering for concrete floor, in- s. d 
cluding struts or hangers - iad neenseneas ee 
Do. to beams .......0660... per ft. 6uD.........eeee iow 6.9 
Centres forarches ........ eeeeee ” trees eres wove 1 6 
Gutter boards and bearers ...... - Scoceeqvecs decece 3- G 
FLOORING. rie? 1: i 
Deal-edges shot .....cccccscces per sq. | | 49/- | 58/-  67/- 
Do. tongued and grooved ...... - | 54/- | 65/- 72/- 
DA GEEED $= scendesccoscce - 45/-  55/- 
Moulded skirting, including baok- | | | 
ings and grounds ..........perft. sup | 1/6 | 1/9 | 2/0 | 2/6 
SASHES AND FRAMES, & d 

One-and-a-half moulded sashes or casements.,.. perfoot super 1 10 

Two Do. s eeee ” ” 21 

Add for fitting and fixing eee eee eee eee ” ” 0 4 

Deal-cased frames with 1 in, inner and outer 

linings, 1} in. pulley stiles tongued to linings, 

bard wood sills with 2 in. moulded sashes in 

equares double hung, double hung with pul- 

leys, lines and weights; averagesize........ a o 3 9 
DOORS, } ag?) age] 2? 

Two-panel squaretramed ............perft.sup| 2/1 | 2/4| 2/6 

fk our-panel Do. eeccccccccce ” | 2/6 | 2/8 | ell 

T'wo- panei moutded both sides ........ a. | 278] 2/11) 3/2 

bour-panel Do. Do, = ceccccce @ | 2/il] 8/2 | 3/5 


only. 


* These prices apply to new pasainge 
percentage of 14 should be added for 





Deal wrot moulded and rebated 


Deal shelves and bearers 
Add if cross tongued 


Deal treads and risers in and 
including rough brackets .. 

Deal strings wrot on both 
sides and framed 


Housings for steps and risers 
Deal balusters, 1 in. x 1} in. 


Add if ramped 
Addif wreathed ............. 


6 in. barrel bolts .. 
Sash fasteners ... 
Casement fasteners ........ 
Casement stays............ 1 
Cupboard locks .......... 1 








Preparing for and hanging paper 


They cover superintendence by foreman and carry a profit of 10% on the prime cust 
ployers’ Liability and National Health and Unemployment Acts and trom ls. 6d. per £100 for Fire lnsurance. 
information given on this page w copyright. 


Plain deal jamb linings framed ...... 


2 a aeeiaat ae 


Mahogany handrail; average 3in.x3in . 


FIXING ONLY IRONMONGERY (INCLUDING 


/2 | 
/5 | 














CARPENTER ane JOINER—continued. 





Mortice locks 
1/5 | Patent 


spring 


letting in to 
making good 





without establishment charges 
The whole of we 





RAMES. ad 
ec cccccccccces perfootecnbe 4 | 
1” i Saee | 
per ft. sup 1/8 19d. 3” 
sadheeewnd Pa 1/5} 1/7: Io 
“ iain. & 
STAIRCASES. 
1’ 1}" 14° | 2 oy 
en 2/1 2/4 2/9 — = 
P 1g} 2/- 2/2 . ea 
ad 
cceccestevcceses each Ol} 
vesonessescesocece per ft. run. 0 9 
eéace . 6 0 
pbheane beens TOCR CESS Ue CRbedaws ” ll 10 
eeseece- coceece 23 9 
SCREWS). 
84d. | Rim locks envececcess ae 


ee 
hinges and 
floor 

eocccccs IG 


and 





FOUNDER AND SMITH. a d 
Rolled steel joists ........+.+--+eeeee- ee percwt.17 0 
Plain compound girders ............sseeeeeeeeeeeeee ™ 20 0 
Do. PS Sc daccuswoen bees xensens . 23 0 
DARE: ch bankanenscccevcunsenecesgesesscenece >. «* 23 0 
RAIN- WATER GOODS. 
| 3 4° 5° 6° 
Half-round plain rebated joints .. ft. run} 1/11; 2/43) 3/7 4/- 
Ogee Do. Do. » | 2/43) 3/1 | 3/10) 4/9 
Rain-water pipes with ears ...... ” | 2/9 | 3/7 | | 
Extra for shoes and bends ...... each | 4/4) 5/I1) | 
De. stopped ends ......... . om | OU 8/48} 877] oy. 
Do. nozzles for inlets ...... ow | 2/2] 2/7 | BA] 4 
PLUMBER. ad 
Milled lead and laying in flashings and gutters ...... percwr 69 0 
Do. Do. BRU. cscsseces ere ia 57 0 
Extra labour and solder in coated cesspools ........ each 6 9 
Welt fodmt ncccccccccccccccccccescccccccssseces perft run 0 8 
PCE constuction ene'ews pbES Ved bee Cees Be : 6 
Copper nailing .....cee....- pees See sessheuensees ~ 6 
ppe 8 - }” ” 13” 9” 4 
Drawn lead waste perft.run| 1/1 | 1/9 Ll/ll | 3/5 | 4/2 
Do. service ,, 1/8 2/2 2/7 3/10 
Do. soil ” | 7/6 
Bends inlead pipe each 3/3 8/2 
Soldered stop ends _,, 1/2 1/8 | 2/1 2/1¢ | 3/6 
Red lead joints .... ,, Wid. | W/- | 1/3 | I/ki | 2/4 | 4/00 
Wiped soldered joints ,, 2/10 | 3/6 | 4/-— | 4/11 | 6/6 9/9 
Lead traps and clean- 
ing SCTOWS .... +e 14/7 |19/6 
Bib cocks and joints ..,, 6/4 | 9/7 15/4 |41/- | 
Stop cocks and joints ,, [15/4 [17/2 | 25/8 (s4/- | 
PLASTE RER. s. d 
Render, float and set in lime and hair .......... per yardsup, = 2 
Do, DE . inhesndesuaces “ “~ 2 4 
Do. Do. ERED Shepeesessccccss o e 3 3 
MOD AIEEE, cc cocccccccccccesescceccccce 2 « 1 6 
DD . dccctsdtacanéesesoeseses a 23 
Portland cement screed ............ceeeeeeees oe 1 10 
Do. plain face eecece Coeeesescecessesesesess ” ” 3 u 
ager saat pares pnthbedehenesonseon ss perigirth 0 1} 
One-and-a-half granolithic pavings ............ per yard sup 5 ¥ 
GLAZIER. 
21 oz. sheet plain .......ccccecccsceccseces- ee perfootsup 0 8 
26 oz. Do. $5S0CCRSSSERODECROROSOCCCeCC8 - ” 1 0 
SEED necascccenetsocsesocescoccesce * am 1 | 
BED, GUROE F cc cccccgceseccccsesocsovesss 8 0 0% 
} in. rough rolled or cast plate ........eesece08 on ” 0 10} 
Dim, ised ened plate cccccccccccccccccccceess ow 14 
PAINTER. 
Preparing and distempering, 2 coats ......... . per yard sup. 0 9 
Knotting and priming ..........-0++.000--00- - 0 07 
Plain painting 1 e0at ..cccccccccccccccccess a” ae P 0 9 
Do. DOME eccconveccssoveccecs ss. “ 12 
Do. DORE 0c wecccccccccccccces = * 19 
Do. See  adeoebicons bateinhenan “ . 24 
Geetee cnccccccccesccctcocesces seantbeben mt : 2 3 
Varnishing twice .....cccccccccccees dieckéess . 1 9 
EE sencuecesenéorshusseesennbcceecap:s-s @ a 03 
Platting .cccccccccccccccccccccccscgeccesss+s 0 . 07 
BNE cccecescceesecs ceibadhdaieae wa... 1 1 
Wax polishing ......... Ribstihiiadeiass:.. Cee ¢s 
French polishing ...........0.se0 sidiniataihcnisd 1 2 


eescecs per piece 2/-to t/« 


4 
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PATENTS 





APPLICATIONS PUBLISHED.* 


216,344.—P. Hall: Adjustable clip for use 
with posts or other supports. 
216,346.—F. E. Brandt: 

chairs. 

216,361.—S. Haskins & Bros., Ltd., and 
J. Haskins : Means for raising and lowering fire- 

roof doors and shutters. 

216,372.—North of England School Furnishing 
Co., Ltd., and C. A. Gray: Desks. 

915,804.—H. K. B. Davis, jun.: Wood- 
working machines. 

215,812.—T. Rigby: 

215,853.—L. D. J. 
stoves or boilers. 

215,878.—J. Field : Window sashes. 

215,886.—J. G. Austin: Device for guarding, 
mortising and drilling machinery. 

215,889.—G. F. Hight and T. W. Brown: 
Holder for sliding window sashes. 

215,943.—M. H. Walsh and G. Woffenden : 
Corner brackets. 

215,946.—D. Taylor: Fire grates and ranges. 

215,949.—Herbert Kershaw & Co., Ltd., and 

H. R. Russell: Hinges. 

215,964.—T. Robinson & Son, Ltd., C. J. 
Robinson, and J. Tweedale: Cutter-heads for 
grooving wood. 

215,977.—J. L. Heath and W. H. Crosse: 
Sliding windows. 

215,984.—G. F. Silley: Folding tables. 

216,016.—T. Nose: Process of constructing 
culverts or pipes of concrete. 

216,036.—S. Acton: Safety or pressure- 
relieving device for low-pressure heating. 

216,039.—A. B. Davis: Ladders. 

216,049.—Radio Communication Co., Ltd., 
and R. E. Beswick: Casings particularly 
adapted for use with sectional panel boards. 

216,069.—H. A. Lamplugh: Seats. 

216,605.—D. Moir and H. Buchanan: Means 
for the manufacture, centrifugally, of pipes and 
columns. 

216,614.—F. Mills and A. E. Mills: Method 
and means for locking sliding window sashes. 

216,652.—A. Chatwin and Kingfisher, Ltd. : 
School desks and seats. 

216,663.—G. Jacques: Chimney cowls. 

212,861.—W. Schindler: Builders’ hoisting- 
devices. 

216,665.—J. W. Sunderland and W. A. Sut- 
cliffe : Means for supporting or attaching girders 
or rails one to another for overhead runways. 

216,670.—R. A. Leahy : Apparatus for screen- 
ing granular material. 

216,674.—Welin Davit and Engineering Co., 
Ltd., A. Welin and A. W. Davis: Winches. 

216,681.—J. A. Davenport : Swimming-baths. 

216,682.—R. K. Abbott : Cement-integrated 
fibrous sheet. 

216,705.—Pavement Publicity, Ltd., and 
G. W. R. Noble: Manufacture of paving-slabs 
and flags. 

216,727.—J. Neal: Wind-tilted and auto- 
matically balanced chimney and ventilating- 
shaft tops. 

205,791.—F. Brossler : Composite material in 
the form of sheets, plates, slabs and blocks. 

216,763.—J. D. Bennet: Table desks. 

216,771.—J. B. Macdermott and D. A. 
McLaren : Manufacture of porous bricks, blocks 
and slabs. 

_ 216,788.—R. 8, Chambers and H. F. Barnett- 
Smith: Mortising machines. 

216,790.—E. L. Cooper and J. E. Jackson : 
Air-cleaning, cooling, and humidifying 
apparatus, 

_ 192,413.—M. Righetto and C. Zorzi: Re- 
inforced-concrete sleepers or ties. 

205,497.—G. P. Lievre : Automatic securing- 
device for hinged doors, windows and panels. 

206,136.—O. Wilhemi: Blasting of rocks. 

_ 212,624.—F, R. Dickinson: Lavatory basins 
for surgical use. 

, sr eal A. Stenning: Connecting pipes 
ogether, 


Adjustable arm- 


Drying-processes. 
Cornelissen: Domestic 











All these applications are now in the stage in 
which opposition to the grant of Patents upon them 
ay be made. 
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212,646.—Linoleum Manufacturing Co., Ltd., 
and A. A. Godfrey : Manufacture of mosaic-like 
tiles from linoleum. 
212,649.—C. P. Wall: Collapsible table. 
212,689.—G. West: Billiard tables. 
212,692.—R. H. Macartney : Domestic tables. 
212,715.—F. L. Ball, F. Moulton, and Lead 
Wool Co. (1919), Ltd.: Apparatus for testing 
pipe-joints for leakage. 
212,720.—E. Le Bas and E. A. Garratt: 
Metal sheet piling. 
212,721.—Parker, Winder & Achurch, Ltd., 
and J. P. Achurch: Kitchen ranges. 
212,739.—W. T. McCullough & J. W. McCul- 
lough: Chimney cowls. 
212,748.—J. McMorran : 
doors of houses. 
212,753.—F. B. Dehn (National Pneumatic 
Co.): Door-operating mechanism. 
212,762.—E. Darrah and H. Robinson: 
“Pull” handles for closet flushing-cisterns. 
212,775.—C. H. Twells: Writing-desks. 
212,785.—G. B. Alison and J. G. White & Co., 
Ltd. : Road constructor. 


Outside steps of 





et 
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TRADE NEWS 


Economical methods of obtaining satisfactory 
finishes of all kinds of woodwork are thoroughly 
dealt with in a booklet of 32 pp., illustrated 
throughout in colour, issued by Messrs. 8. C. 
Johnson & Son, Ltd., of West Drayton, Middle- 
sex. Among a large variety of treatments for 
wood surfaces considered are dyes which give 
an attractive appearance to soft woods in cases 
where the question of cost does not permit the 
use of expensive grained hardwoods; flat 
varnish stains for covering up old work ; paste 
wood fillers and wax in a variety of shades for 
floors; prepared wax for polishing finished 
surfaces; powdered wax for dance floors; 
undercoats; enamels which are claimed to 
cover from 300 to 500 sq. ft. per gallon; pre- 
parations for removing old paint and varnish ; 
and washable wall finishes in different colours, 
In addition to text illustrations, 3 pp. are 
devoted to 60 colour panels showing the actual 
results obtained with the firm’s products. 
Copies of the booklet will be sent free on 
request. 


Those of us who have admired the beautiful 
woodwork to be seen in the India and Burma 
forestry and timber exhibits at the British 
Empire Exhibition will welcome the publication 
of a catalogue of these sections. Such a volume, 
running into 140 pp., has been issued by Messrs. 
W. W. Howard Bros., & Co. (sole agents for 
the Governments of India, Burma, Bombay, 
Madras, and Western Australia), of 4, Stanhope- 
street, Euston-road, N.W.1. 





The Cheltenham Shop Fitting Co. have found 
it necessary, owing to increased business, to 
remove to larger premises, and their address is 
now Station Works, Cheltenham. The new pre- 
mises comprise large and well-fitted workshops, 
draughtsmen'’s offices, showrooms, polishing 
shops, etc., and some of the latest and best 
machinery has already been installed, with fur- 
ther additions to be made in the near future. 


— 
i 





Councillor’s Resignation. 


At a meeting of the Bromsgrove Urban 
Council, a letter was received from Mr. John 
Brazier, of the firm of J. & A. Brazier, builders, 
Bromsgrove, stating that, owing to the recent 
decision of the late Mr. Justice Bailhache, he 
felt bound to resign his seat on the Council. 
The Council decided to accept the resignation 
with regret, and to express to Mr. Brazier 
appreciation of his services, coupled with the 
hope that he would be able to return to the 
Council at a later date. The firm of which 
Mr. Brazier is a director are the provisional 
contractors for the erection of a new market 
hall for the town, and for a number of Council 
houses. 


TENDERS. 


Communications for insertion under this heading should 
be addressed to “The Editor,” and must reach him net 
later than Tuesday evening. 


* Denotes accepted. t Denotes provisionally Pp 
I Denotes recommended for acceptance, 
§ Denotes accepted subject to modifications. 











ABERDEEN.—For the extension of the Rubislaw 
electricity sub-station, for the T.C. :— 


*G. Bissett & Son, Aberdeen. 
ASHBURTON.—For 12 houses, for the U.D.C. :— 


*F. J. Badcock, Ashburton £7,283 0 0 
fo 8 6) >=Ee are 7,242 6 6 
W. A. Brown, Gunnislake...... 6,966 0 0 
J. A. Cox, Newton Abbot 6,820 0 0 


AYLESBURY.—For the erection of (a) 16 houses, 
and (b) 36 houses, for the T.C. :— 


*Cannon, Green & Co., Aylesbury ..(@) £5,753 
(b) 13,888 
BARNSLEY.—Accepted by the T.C. :— 
For street works in Back-road— 
ee & Ff eee £910 
For street works in Blenheim-road— 
1. Wwe @ GOO. 6 6s ocoscosecset 995 
Erection of 50 Type “ A ” houses in pairs, 


in concrete— 
*The U.K.H. Syndicate, Ltd. (per pair).. 670 
COLWYN BAY.—For erecting two _sub-stations, 
for the U.D.C. Mr. J. Amphlett, Town Clerk, Council 
Offices :— 
*R. Hughes Williams, Colwyn Bay...... £564 


HAZEL GROVE AND BRAMHALL.—For interior 
redecoration of Council Offices :— 

*G. Griffen, Hazel Grove. 

HOUGHTON-LE-SPRING.—For the erection of 
44 “A3” Type and 6 ‘*A2” Type houses, for the 
R.D.C. :— 

*Dyson, Lindsley & Co., Ltd., Chester- 
le-Street £21,613 

IRELAND—Accepted by the Commissioners of 
Public Works, Dublin :-— 

For restoration of Borris-in-Ossory ex-R.I.C. 

Barracks, Co. Leix— 

William Gaynor, Borris-in-Ossory, Co. Leix. 
Restoration of Partry Civic Guard Station, Co. 

Mayo— 

Martin Birmingham, Ballindine, Co. Mayo. 

LEEDS.—For carrying out private street work :— 
Fish-street (part)— 

*W. Keighley. 
Noster-terrace and Noster-road (part)— 
*M. Harrison & Co, 
Meadow-road— 
*Leeds & Yorkshire Road Construction Co. 
Armley-road— 
*J. E. Speight. 
Water-lane— 
*Dalton & Higgins. 
The Calls— 
*W. Keighley. 
Swinegate— 
*J. Speight. 

LEEDS.—For the demolition of existing shop 
premises and rebuilding of new premises, for Messrs, 
M. C. Hitchen & Sons. Messrs. Kitson, Parish & Led- 
gard, architects, Leeds :— - 

*Wm. Irwin & Co., Ltd., Leeds. 

LEICESTER.—For the erection of 750 non-parlour 
type houses (£465 per house) and 750 parlour type 
houses (£515 per house), in concrete, for the T.C. :— 

*Boot & Son (London), Ltd. 

LONDON.—For the external painting and repair 
of the Bethnal Green Hospital in Cambridge-road, 
for the B.G. Mr. C. F. Jones, 79a, Bishops-road, 
Bethnal Green :— 

*C. J. Kemp & Sons, Forest Gate, E.7 £2,630 10 


LONDON (BERMONDSEY).—For conversion of 


ee ee) 


Parish-street workhouse into temporary housing 
accommodation, for the T.C. :— 
eer er rr rrr £18,777 0 


Wm. Moss & Sons, Ltd......... 18,644 0 


Holiday « Greenwood, Ltd. .... 18,157 0 
Patman & Fotheringham, Ltd. .. 15,151 0 
*The Building Works Manager .... 12,628 5 


LONDON (LEWISHAM).—For external painting of 
the hospital, for the B.G. :— 
*Norfolk Decorators, Holborn 
ye ree £763 7 7 
MARKET HARBOROUGH.—For the construc- 
tion of public conveniences in Church-square, for 
the U.D.C. :— 
"ME vasencnsscee ch enes £1,194 10 
MEARNS.—Extension of 7in. main to Housecraig 
Farm, for the Eastwood and Mearns Water Committee : 
a TT re £395 6 
PATRICROFT. — For erection of 24 houses in 
Davyhulme and Flixton, for the Barton-upon-Irwell 
R.D.C. Mr. KE, L.-Leeming, Surveyor, Council Offices, 
Green-lane :— 
*J. Chapman «& Son, Patricroft. 
PENRHYNDEUDRAETH.—For the erection of 
a memorial hall to accommodate 1,500 people :— 
Fe Se OTT Te 22,200 
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PENZANCE.—For the erection of a garage on the 
quay, for the T.C.:— 
*J. H. Nicholas 
FP RATHMINES.—For the 
Church-place, for the R.D.C. 
*J. R. Thompson, Ltd., 
Dublin 
fF SCARBOROUGH.- 
remises in Huntress-row, 
3ank, Ltd. Messrs. Chorley & Gribbon, 
Leeds : 
* Mason work—Wnm. Nicholson & Sons, Ltd., Leeds. 
*Asphalter—The Northern Asphalte Co., Ltd., 
Leeds. 


erection of 16 ities at 
Fair View, 
For erection of new banking 


for the Yorkshire Penny 
architects, 








PARQUET & WOOD-BLOCK 
FLOORING 
supplied & fixed complete. 
Post or 'Phene (Park 1885) 
details of requirements to 
TURPIN 'S PARQUET 
FLOORING CO., 
25, NOTTING HILL GATE, 
LONDON, W.11. 











FITZPATRICK & SON 


Masons and Paviors. 


455, OLD FORD ROAD, BOW, E.3 
Phone: EAST 4806 

Granite Setts and Kerb (redressed and seeond- 

hand), York Paving Spur Stones, Granite 

Chippings, & Gramolithic & Sett Paving. 




















J, GLIKSTENAOON | 


Specialities in 
SEASONED 
HARDWOODS 
MAHOGANY WALNUT 


JAPANESE, AMERICAN and 


WAINSCOT OAK, TEAK, 
WHITEWOOQD, &c. 


ReomwsTeaed Ovrice AND WHARF 


CARPENTERS RD. 
STRATFORD 
LONDON E.15 


Telegrams : 
Guustee "PHONE 
LoNpon. 


Telephone: 
East 377! 
(5 lines) 
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SHARLSTON.—For carrying out the “necessary 
street and sewer works in connection with the Wake- 
field R.D.C. Housing Scheme :— 

*A. Waterman, Leeds ...........e+e0% £3,150 


SHEFFIELD.—For painting houses on housing 
estate, for the T.C.:— 

TD BO cicccccccedecéueereoewes £1,394 

ST. NEOTS.—For alterations and additions to the 
Old Hall, Cambridge-road, for Mr. F. E. Brightman. 
Messrs. Cockrill & Sellek, architects, 7, St. Paul’s- 
square, Bedford :— 

*Bull & Son, St. Neots...........-. £926 5 

TORQUAY.—For the construction of buttress to 
sea wall, for the T.C. :— 

4 ff § Sere ere £890 

TORQUAY.—For improvement at Lymington- 
road, for the T.C.:— 

*R. E. Norracott 

TORQUAY.—For sea 
road for the T.C. :— 

*W. H. Smith £3,518 12 

UPPINGHAM.—For taking down and rebuilding 
the Memorial Monument. Mr. G. Dolphin, architect, 
North-street :— 

T. A. Dorman, Uppingham 

*H. H. Clarke, Uppingham 

WALLASEY.—For _the painting of Corporation 
houses, for the ; 

*B. Crowther, Shaw 

WALTON.—For erection of 40 houses, 
Wakefield R.D.C. :-— 

*Paul Rhodes, Ltd., Leeds. 


WEYMOUTH.—For painting, &c., at Guildhall, for 
the T.C. :— 
Pn Sie ce sbdsusednndaatonens £138 10 


WATFORD.—For erection of a nurses’ home at 
the Infirmary in Vicarage-road, forthe Union. Messrs. 
A. Saxon Snell & a 9, Bentinck-street, Man- 
chester-square, W.1 

S. E. Moss, Southend 
Kempster & Williams, Watford 
Prestige & Co., Grosvenor-road 
Higgs & Hill, Lambeth 

R. Ginn & Son, Hertford . 
Clifford & Gough, Watford .. 
General Building Co., St. 

Martin’s-lane 

H. Pickrill, Wealdstone 
Brightman & Sons, Watford . . 
Clark Bros., Watford 

A. E. Symes, Stratford 

Perry Bros., Ealing 
*A. J. Eldridge, Watford 12,800 
Winter & Ward, Harpenden .. 12,728 


WOOLWICH.—For Painting, &c., at Infirmary (in 
place of tender withdrawn), for the B.G.: — 
Eltham Construction Co. £1,780 


Jd, ETRIDGE, J. 


SLATING AND TILING 


SLATE MEACHANTS 


CONTRACTORS. 
Inspections and Reports made on 


OLD on FAULTY ROOFS 


in any part of the country. 
Telephone: Bishopsgate 1944/5, or write, 


Bethnal Green Slate Works, 


SETHNAL GREEN, LONDON, E. 


defence works, Torbay- 


for the 


@ 


£15,543 
15,485 
15,096 
14,444 
14,300 
14,299 


~ 
_— 


14,210 
14,100 
13,959 
13,884 
13,787 
13,661 
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Builders’ Estates. 


Mr. Edward Williams, Cedardale. 
Walton, 
£11,814. 

Mr. Charles Burt, Victoria-road, Prestatyn, 
Flint (net personalty nil), £20,949. 

Mr. Benjamin Bridgwater, of Raleigh- 
Hornsey, N. (net personalty £14,604), £16,359, 


Liverpool (net personalty £1,381), 








BEST SEASONED 


OAK 
FLOORING 


AUSTRIAN 
& 
JAPANESE 


PREPARATION TO ANY SECTION 
CAN BE UNDERTAKEN AT ONCE 


Svonay PRIDAY & Sons} 


WA K MERCHANTS (EST. 1 


25 Monument 8t., Lendon, E.C.3 
Tel: ROYAL 1162-8, 














School & Hospital Stoves 


MAKERS OF 
WRIGHT'S IMPROVED and also SHORLAND PATENT 
WARM AIR VENTILATING PATTERNS. 


GEO. WRIGHT ‘un 


19, Newman &t. Oxferd St., London, W.1 
Burton Weir Works, Rotherham. 














HIGH-CLASS 


FLOORINGS 


of every description in 
WOOD BLOCKS. PARQUETRY 
SEASONED T. & G. WAINSCOT OAK 
TEAK AND MAPLE 
FACTORY AND ROADWAY PAVING 


STEVENS & ADAMS 


LIMITED 
VICTORIA MILL, POINT PLEASANT 


WANDSWORTH, S.W.18. 
(Pr hones : Putney 1700 & 2467 
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RABY'S 


WORKS: 
LONDON 
DEPTFORD 
LIVERPOOL 
BRISTOL 
GLASGOW 
FALKIRK 


SATISFASTION A@AUVUARANTEED. 


GALVANIZED 


Chief Offices: 
352 to 364 
Euston Rp. 
LonpDon, 
N.W.I 





